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1. INTRODUCTION 


The aim of the Energy Union! is to ensure that European consumers — households and 
businesses — have secure, affordable, competitive and sustainable energy. It consists of 
five closely related and mutually reinforcing dimensions, progress against which is to be 
measured through key indicators. 


In October 2014, the European Council concluded that a reliable and transparent 
governance system, without any unnecessary administrative burden, should be developed 
to help ensure that the Union meets its energy policy goals. It emphasised that this 
governance should involve systematic monitoring of key indicators of an affordable, 
safe, competitive, secure and sustainable energy system, facilitate the coordination of 
national energy policies and foster regional cooperation between Member States. 


The proposal for a Regulation on the Energy Union governance? takes account of the 
Council conclusions from October 2014. The proposed Regulation provides that every 
second year thereafter the Commission shall assess progress at Union level towards 
meeting the Energy Union objectives, in particular on the basis of the integrated national 
energy and climate progress reports, other information reported under the governance, 
the indicators and European statistics. 


As part of the first State of the Energy Union package from November 20154, the 
Commission produced a staff working document (SWD) proposing an overall 
monitoring approach and methodology, supported by initial analysis. The document also 
put forward a first set of specific indicators to monitor and assess progress on meeting 
the Energy Union objectives. 


This SWD is an update of the one presented in 2015, building on exchanges with and 
feedback from the Member States and taking account of stakeholder opinions collected 
from related reports and events. The current set of indicators may be refined in the years 
to come depending on the availability of data for new, more suitable indicators, and on 
the development of new indicators able to provide more accurate evidence on particular 
policy lines or sub-sectors. 


Energy Union package — a framework strategy for a resilient Energy Union with a forward-looking 
climate change policy (COM(2015) 80 final); 
http://eur-lex.europa.eu/legal-content/EN/TXT/PDF/?uri=CELEX:52015DC0080&from=EN 
EUCO 169/14, Brussels, 24 October 2014 
COM(2016) 759 final 
https://ec.europa.eu/priorities/energy-union-and-climate/state-energy-union_en 
Monitoring progress towards the Energy Union objectives - Concept and first analysis of key 
indicators (SWD(2015) 243 final); http://eur-lex.europa.eu/legal- 
content/EN/TXT/?gid=144976780878 1 &uri=CELEX:52015SC0243 
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2. OVERALL APPROACH AND METHODOLOGY 


Key points 


e The purpose of defining a set of energy and climate indicators and reflecting them in 
a scoreboard is threefold: 


o to streamline the monitoring process and ensure coherence in the assessment of 
energy and climate policies; 


o to provide a commonly-agreed metric to support policy-making process by 
monitoring progress on EU energy and climate objectives; 


o to summarise, on a scoreboard, latest data and recent changes affecting the most 
relevant aspects of the five dimensions of the Energy Union. 


e This SWD updates the 2015 SWD on Monitoring progress towards the Energy Union 
objectives, published as part of the first State of the Energy Union package. 


e The overall aim of this SWD and the selected key indicators is to develop a sound, 
robust monitoring tool that provides a factual snapshot of the situation across the EU 
and in the Member States and identifies potential discrepancies vis-à-vis the 
achievement of Energy Union objectives. More specifically, this is intended as a 
practical tool for use by the Commission and Member States in the assessement of 
the implementation of future national integrated energy and climate plans. 


e A revised scoreboard approach has been taken. For each Energy Union dimension, 
the scoreboard summarises key indicators for the EU and each Member State, 
showing the indicator values in the most recent year for which data is available and 
changes over a set period of time. 


In 2015, the Commission produced country factsheets and a SWD on monitoring 
progress towards the Energy Union objectives and included these in the first State of the 
Energy Union package. These documents presented indicators and statistical data relating 
to each dimension of the Energy Union. This was a first attempt to aggregate a set of 
relevant key indicators to quantify and measure progress on EU energy and climate 
objectives and targets. 


Given the wide range of issues to be covered, the methodology combines a focus on 
some key indicators, summarised in a scoreboard, with additional supporting indicators 
or analysis relating to the five dimensions. The proposed indicators assess progress on: 


1. energy security: monitoring the relative dependency of the Member States and 
the EU as a whole on net imports of main energy carriers and on specific trade 
partners, and the overall reliability of the energy system (i.e. its overall ability to 
supply energy without interruption); 


2. the internal energy market: monitoring progress towards an EU internal energy 
market in terms of competition, cross-border trade and consumer empowerment; 


3. energy efficiency: monitoring progress on the 2020 and 2030 targets for 
moderating primary and final energy demand and in terms of energy savings and 
energy intensities in various sectors, including transport; 


4.  decarbonisation: monitoring progress on the 2020 and 2030 targets on 
greenhouse gas (GHG) emission reductions, renewable energy share in gross final 
energy consumption and changes in GHG intensity; and 


5. research, innovation and competitiveness: monitoring research, innovation and 
development activities relating to the European Strategic Energy Technology 
Plan (SET-Plan)° and Energy Union priorities; monitoring energy prices and cost 
differentials between the EU and its major trading partners. 


The 2015 SWD and the key indicators were intended to form the basis of a commonly 
agreed monitoring tool, using credible, publicly available data sources and methodology, 
and providing a factual snapshot of the situation across the EU and potential 
discrepancies vis-à-vis Energy Union objectives. 


This SWD builds on those initial steps, takes account of suggestions from Member States 
and other stakeholders, and gives an update on the basis of new data. The changes as 
compared with the previous SWD can be summarised as follows: 


e The list of the key indicators is slightly modified; a few key indicators are replaced 
by new ones, while a few others are downgraded as supporting indicators and/or 
relocated in another Energy Union dimension. Besides, some other indicators are 
based on different data inputs. 


e the list of key indicators has been amended slightly; a few have been replaced by new 


ones, some have been downgraded to supporting indicators and/or relocated to 
another dimension and others are based on different data inputs; 


Š https://ec.europa.eu/energy/en/topics/technology-and-innovation/strategic-energy-technology-plan 


e where possible, the indicators have been better adjusted to metrics and data sources 
already used for monitoring in specific policy areas; 


e some indicators are provisional, pending the search for better solutions based on 
credible, publicly available data. The Commission services are already redrafting 
some of these (see below), but we have included them here as the best currently 
available options and in view of the relevance of the topic in question to the overall 
Energy Union strategy; 


e where a key indicator relates to an EU or Member State target, it is presented and 
assessed in terms of progress towards that target and no longer in terms of progress in 
previous years; 


e although included for one particular dimension, many indicators have an impact on or 
influence another dimension, so their cross-dimensional contribution is also 
considered in the analysis, including by means of additional supporting indicators; 


e the assessment of the indicators focuses more on how they have changed over time 
for each Member State and the values in the most recent year for which they are 
available; 


e changes in a specific indicator over a set period of time are assessed in several ways: 
relative or absolute change, average annual change or average value over the period. 
The approach has been tailored to the needs of each indicator and relevance for 
policy-making; and 


e the scoreboard summarises key indicators by dimension for the EU and each Member 
State, showing the most recent available value of the indicator and changes over a set 
period of time. 


Obviously, no set of indicators or scoreboard can on its own provide a comprehensive 
assessment of progress on the Energy Union targets and objectives. This is due to several 
well-known challenges in properly reflecting reality Europe-wide, policy objectives that 
cannot easily be pursued at country level, policies that cannot easily be assessed in 
quantitative terms and areas in which data availability is currently an issue. 


Acknowledging these challenges, this SWD also highlights where there is a need for new 
indicators, better statistical data collection and additional qualitative assessment. 


2.1. RATIONALE FOR THE SELECTED INDICATORS 


The purpose of defining a set of energy and climate indicators and reflecting them in a 
scoreboard is threefold: 


e to streamline the monitoring process and ensure coherence in the assessment of 
energy and climate policies; 


e to provide a common metric for monitoring progress on EU energy and climate 
objectives; and 


e tosummarise latest data and recent changes affecting the most relevant aspects of the 
five dimensions of the Energy Union. 


For each dimension, a limited number of indicators is selected for inclusion in the overall 
scoreboard. In addition, supporting indicators are presented to provide a more 
comprehensive assessment for each dimension or to reveal cross-dimensional impacts. 


2.2. AN OVERVIEW OF SELECTED INDICATORS TO MONITOR PROGRESS TOWARDS 


THE ENERGY UNION OBJECTIVES 


We have identified a set of 24 main indicators that address all Energy Union dimensions 
and provide a solid basis for monitoring progress on the commonly agreed objectives. 
These are supported by additional indicators and information intended to provide a fuller 
and more detailed picture of the energy sector and how it is changing. 


Table 2.1 maps the main and supporting indicators. Detailed definitions of each main 
indicator are presented in section 2.3, while details on data sources and formulas used to 
build the set of indicators are presented in Annex 1. The assessment on the basis of 


selected indicators is presented in chapter 3. 


Table 2.1. Main and supporting indicators for monitoring progress towards Energy 


Union objectives 

Energy Main Indicators 
Union 

dimension 


Supporting indicators 


SoS1: Net import dependency 


Net import dependency - natural gas 

Net import dependency -crude oil and NGL’ 
Net import dependency - hard coal 

Nuclear imports and dependency 


SoS2: Aggregate supplier 
concentration index 


Supplier concentration index - Natural gas 
Supplier concentration index - Crude oil and NGL 
Supplier concentration index - Hard coal 


Energy security, 
solidarity and trust 


SoS3: N-1 rule for gas 
infrastructure 


IM1: Electricity interconnection 
capacity 


IM2: Market concentration index 
for power generation 


Cumulative market share in power generation, main 
entities 
Cumulative market share in power capacities, main 
entities 


IMG: Market concentration index 
for wholesale gas supply 


Cumulative market share of main entities bringing gas 
in the country 


IM4: Wholesale electricity prices 


IM5: Wholesale gas prices 


IM6: Annual switching rates - 
electricity (household customers) 
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Market performance indicator (MPD, retail electricity 
services 
Share of household customers with smart electricity 
meters 


IM7: Annual switching rates - gas 
(household customers) 


Market performance indicator (MPI), retail gas services 
Share of household customers with smart gas meters 


7 Natural gas liquids 


Energy efficiency and 
moderation of demand 
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Research, innovation 


and competitiveness 


IMS: Energy affordability - energy 
expenditure share in final 
consumption expenditure for the 
lowest quintile 


Harmonised index of consumer prices - weight of 
electricity, gas and other fuels in total household 
expenditure 

Inability to keep home adequately warm (share in total 
population at risk of poverty) 

Household electricity prices 

Household gas prices 


EE1: Primary energy consumption 


Primary energy intensity 


EE2: Final energy consumption 


Final energy consumption of main economic sectors, 
i.e. industry, transport, households and services 


EE3: Final energy intensity in 
industry 


EEA: Final energy consumption 
per square meter in residential 
sector, climate corrected 


Final energy consumption of households (per capita) 


EES: Final energy consumption in 
transport 


Share of collective transport in all passengers' transport 
Final consumption in transport vs. passengers and 
freight activity 


EE6: Final energy intensity in 
services sector 


DEI: GHG emissions reductions 
(base year=1990) 


Share of ETS and ESD emissions 
Land use, land-use change and forestry (LULUCF) 
Sectorial share of GHG emissions 


DE2: Gap between GHG emissions 
projections and 2020 target in 
Effort Sharing sectors 


DE3: Gap between latest (proxy) 
inventory of Effort Sharing 
emissions and interim targets 


DEA: GHG intensity 


GHG per capita 
GHG intensity of power & heat generation 
Average CO2 emissions from new cars 


DES: Renewable energy share 


RES share transport 

RES share electricity 

RES share heating & cooling 

Fossil fuels avoidance by RES 
GHG emissions avoided due to RES 


RIC1: Public investments on 
Energy Union related R&I 
(96 GDP) 


RIC2: patents related to Energy 
Union R&I priorities (per 
inhabitant) 


RIC3: Real unit energy costs in the 
manufacturing sector (excl. 
refining) 


Public investments on Energy Union related R&I (% 
GBAORD) 

Estimates of total (public and private) and private 
investments on Energy Union related R&I 

Patents in Energy Union R&I priorities (also normalised 
by GDP) 

Levelised cost of renewable electricity 

Turnover of the EU renewable energy industry 
Worldwide investments in renewable energy 

Cohesion policy investments supporting the Energy 
Union 

Covenant of Mayors: signatories and GHG emission 
reductions 

Electricity and gas wholesale and retail prices for 
industrial customers — comparison with main 
international players 


2.2.1. ENERGY SECURITY, SOLIDARITY AND TRUST 


Despite the considerable progress made in recent years to enhance Europe's energy 
security, there are still serious vulnerabilities to potential energy supply shocks. 


In particular, the 2030 climate and energy framework referred to the need to monitor the 
diversification of energy imports and the share of indigenous sources used for energy 
consumption over the period to 2030. 


Therefore, security of supply is a continuous priority of the Energy Union strategy and 
the following indicators are proposed to monitor it: 


e SoS1: Net import dependency — this indicator measures the level of total net 
imports as a proportion of total gross inland consumption and the energy 
consumption of maritime bunkers (i.e. what is consumed in a country or region over a 
year). The indicator is based on Eurostat energy statistics. 


This main indicator is accompanied by three supporting indicators reflecting net import 
dependency for hard coal, crude oil and NGL and natural gas. 


In the assessment of this dimension, we provide complementary information on patterns 
of trade in petroleum products. 


As imports of uranium and nuclear fuels are not included in energy statistics as such, we 
provide complementary information on the relevant EU import routes, nuclear electricity 
production and operational and under-construction reactors in the Member States. 


Net import dependency cannot on its own capture all determinants of Member States' and 
the EU's vulnerability to energy supply shocks. In particular, it does not tell us about the 
degree of diversification of import sources or the relative significance of import and fuel 
sources in the energy mix. 


Therefore, we use a country-specific supplier concentration index (SCI) to complement 
the analysis on energy security. 


e SoS2: Aggregate supplier concentration index — this indicator measures the 
importance of total imports of main energy carriers to a Member State from suppliers 
outside the European Economic Area (EEA), thus disregarding flows within the EEA 
in the volume of a Member State's imports.'? The indicator is based on Eurostat 
statistics on imports and exports by country of origin, and energy balances. 


The aggregate SCI is accompanied by specific SCIs of the main energy carriers, i.e. hard 
coal, crude oil and NGL, and natural gas. The methodology for calculating SCIs is 
explained in section 3.1.2. 


Net import dependency as defined above may reach values above 100 % in certain cases. This 
indicator is taken from Eurostat database (Table [tsdcc310]). 

This indicator was used in the in-depth study accompanying the European Energy Security 

Strategy (COM(2014) 330). 

Norway is the only EEA country exporting significant volumes of energy (gas and oil) to the EU. 


The SCIs take into account suppliers from outside the EEA only, because non-EU EEA 
countries are not a potential vulnerability from an energy security perspective, as they 
share common obligations within the internal market. 


The quality of the input data from statistics is critical to the assessment of the SCIs. 
Currently, the relevant official statistics suffer from some limitations when it comes to 
identifying sources of imports, especially for natural gas. The exclusion of intra-EU 
transit is another challenge, especially for natural gas, but also for hard coal 
import/ex port statistics. 


The Energy Union strategy calls for specific attention to be paid to the security of gas 
and electricity supply. 


e SoS3: N-1 rule for gas infrastructure — N-1 is an indicator of infrastructure 
adequacy, as it tests the resilience of the system in ensuring that gas demand on 
extremely cold days can be covered even if the largest infrastructure fails." It is 
calculated by the Member States. 


As yet, there is no full agreement on what indicators to use to assess security of 
electricity supply; this makes it difficult to compare Member States' performance 
effectively". Therefore, in order to ensure transparency and comparability across the EU, 
the Commission's recent proposal for a Regulation on risk preparedness"? defines two 
harmonised security of supply indicators: “expected energy non-served' (EENS — 
expressed in GWh/year) and “loss of load expectation' (LoLE — expressed in hours/year). 
The European Network of Transmission System Operators for Electricity (ENTSO-E) 
will calculate the proposed indicators annually for all Member States on the basis of a 
common methodology. The Agency for the Cooperation of Energy Regulators (ACER) 
should use those indicators when reporting on Member States" performance in the area of 
security of supply in its yearly electricity market monitoring reports. These new 
indicators will be taken into account at future updates of this SWD. 


2.2.2. A FULLY INTEGRATED INTERNAL ENERGY MARKET 
The 2030 climate and energy framework referred to the need to monitor: 
e the deployment of smart grids and interconnections between Member States against 
the agreed 2020 objective of electricity interconnections of at least 10 % of national 


installed production capacity, moving towards 15 96 by 2030; 


e intra-EU coupling of energy markets, building on the liberalisation of gas and 
electricity markets already achieved under EU legislation; and 


e competition and market concentration on wholesale and retail energy markets at both 
national and (for regions with functioning coupling) regional level. 


!! Regulation (EU) No. 994/2010 requires Member States to comply with the N-1 standard. 


Annual report on the results of monitoring the internal electricity markets in 2015, ACER (September 
2016); 
http://www.acer.europa.eu/Official documents/Acts of the Agency/Publication/ACER?620Market?620M 
onitoring %20Report%202015%20-%20ELECTRICITY .pdf. 
? Proposal for a Regulation on risk preparedness in the electricity sector and repealing Directive 
2005/89/EC (COM(2016) 862 final). 


Regarding interconnections, the selected indicator measures electricity interconnection 
capacity as a percentage of installed capacity. No specific indicator is used in this SWD 
as regards gas interconnections, but the N-1 rule for gas infrastructure (see above) offers 
a good proxy. In addition, the implementation of projects of common interest (for gas 
and electricity) remains key and should be monitored carefully. No readily available 
indicator could be identified as regards the deployment of smart grids; this will require 
additional work. 


e [MI: Electricity interconnection — this indicator uses the same approach as 
proposed last year, i.e. the interconnection capacity of a given Member State as a 
proportion of its total generation capacity. This is based on the agreed methodology 
for tracking progress towards the target of 10 % interconnection by 2020, as endorsed 
by the European Council. 


However, differences between Member States in terms of geographical location and 
structure of energy mix and supply mean that a case-by-case approach based on a 
thorough assessment of bottlenecks, taking into account costs, is needed when looking at 
the 2030 perspective. Therefore, the Commission has set up an expert group" which will 
provide it and the regional cooperation structures"? with technical advice on how best to 
translate the target of 15 % interconnection by 2030 into regional, country and/or border- 
level targets. 


Competition and market concentration on wholesale energy markets can be monitored at 
Member State level. The following indicators are considered: 


° [M2: Market concentration index for power generation — this indicator is based 
on the Herfindahl Hirschman Index (HHI) and defined as the sum of the squared 
market shares of the three largest electricity generation companies measured in 
percentages of total installed capacity, with 10 000 corresponding to a monopoly; and 


° [M3: Market concentration index for wholesale gas supply - this indicator is also 
based on the HHI and is defined as the sum of the squared market shares of the 
wholesale gas supply companies measured in percentages of total wholesale gas 
supply, with 10 000 corresponding to a monopoly. 


These indicators measure the degree of competition on wholesale energy markets: the 
lower the values, the higher the degree of potential competition. 


Implementing the internal energy market objectives of the Energy Union requires us to 
take account of additional factors, e.g. it is important to monitor wholesale gas and 
electricity price developments across Member States. 


e IM4: Wholesale electricity prices — this indicator presents the electricity prices 
available on wholesale markets, on the basis of data and methodology developed in 
the Commission's quarterly reports on European electricity markets. 


Commission Decision of 9 March 2016 setting-up a Commission expert group on electricity 
interconnection targets (C/2016/1406); http://eur-lex.europa.eu/legal- 
content/EN/TXT/?uri=uriserv:OJ.C_.2016.094.01.0002.01.ENG&toc=OJ:C:2016:094:TOC. 
Regional groups for electricity established under Regulation (EU) No 347/2013 (TEN-E Regulation) 
and the relevant high level groups for energy infrastructure. 
https://ec.europa.eu/energy/en/statistics/market-analysis 


e IMS: Wholesale gas prices — this indicator presents annual average gas prices in 
wholesale markets in a country, on the basis of data and methodology developed in 
the Commission's quarterly reports on European gas markets." 


The use of such prices as part of the monitoring exercise is subject to some limitations. 
As regards gas, available price data are not fully comparable across Member States, as 
hub prices may be used for some while estimates of average import prices are used for 
most of the others. Moreover, beyond individual price developments, it is also essential 
to monitor potential convergence in European prices. A short assessment of energy price 
convergence and energy flows across borders is presented in the next chapter. 


The two following indicators are good proxies to assess the degree to which consumers 
are empowered on retail energy markets and whether they have the option of switching 
retailers and/or exercise this option in order to benefit from better conditions: 


e IM6: Annual switching rates on electricity retail markets — this indicator 
measures the percentage of final electricity household consumers changing suppliers 
in a given year. 


e IM7: Annual switching rates on gas retail markets — this indicator measures the 
percentage of final gas household consumers changing suppliers in a given year. 


Both indicators are based on data from ACER's annual market monitoring reports. 2: 


A broader set of indicators could be considered for the monitoring of energy retail market 
functioning? in areas such as customer satisfaction, market condition or distribution 
system operator services. Many national regulators are analysing these areas, but no 
source could be identified that covers such indicators in a consistent manner so as to 
allow analysis across all Member States. 


The Commission services have developed two composite indicators assessing the overall 
market performance of gas and retail markets and these will be presented in the next 
chapter as supporting information. They are used for consumer market monitoring 
surveys“ as composite indices taking into account key aspects of consumer experience. 


In addition, the analysis in the next chapter includes more specific considerations around 
smart metering deployment. Smart metering can positively affect consumer engagement 
with the market and ultimate energy consumption. Its deployment is measured as the 
percentage of final electricity and gas household consumers equipped with a smart meter, 
as reflected in ACER's annual market monitoring reports. 


Developing the Energy Union also means protecting vulnerable consumers better and 
addressing energy poverty. Given the importance of these issues, in 2007 the 


7 Idem 16 

http://www.acer.europa.eu/en/electricity/market%20monitoring/pages/default.aspx 

See, for instance, suggestions by the Council for European Energy Regulators; 
http://www.ceer.eu/portal/page/portal/EstoniaR_HOME/EstoniaR_CONSULithuania/CLOS wedenD% 
20PUBLIC%20CONSULithuaniaA ustrialONS/CUSTOMERS/GGP%20retail%20market%20monitori 
ng 

Surveys by the Commission's Directorate-General for Justice and Consumers (DG JUST); 
http://ec.europa.eu/consumers/consumer_evidence/consumer_scoreboards/market_monitoring/index_e 
n.htm 


Commission established the Citizens' Energy Forum, under which a working group on 
vulnerable consumers has been established"! . 


Estimates of energy poverty vary according to how it is defined. Since there is no single 
agreed definition at EU level, it is currently not possible to produce an appropriate single 
indicator. Also, energy poverty is driven by a variety of factors (low income, high energy 
bills relative to income, poor energy efficiency of the building envelope, etc.), so it is a 
complex, multi-faceted concept which can be adequately captured only using a set of 
indicators covering economic, social and technical aspects. Currently, countries take two 
main approaches to measuring energy poverty: 


e expenditure-based: metrics that capture the affordability of (adequate) energy 
services or inadequate consumption using financial information; and 


e consensual: self-reported indicators provide an effective way of understanding 
perceived energy poverty and more explicit insights than quantitative metrics. 


In May 2016, the Commission released a study proposing a set of indicators aiming to 
provide better quantitative assessment of energy poverty in the EU.” These require more 
refined statistical data collection than is currently available in a uniform way across the 
Member States. 


In Clean energy for all Europeans”, a recently released package of energy measures, the 
Commission proposed a new approach to protecting vulnerable consumers which 
includes helping Member States to reduce the costs of energy for consumers by 
supporting energy efficiency investments. In line with its efforts to empower and protect 
consumers, the Commission also proposes certain procedural safeguards before a 
consumer can be disconnected. In addition, as part of the Energy Union governance 
process, Member States will have to monitor and report on energy poverty, while the 
Commission will facilitate the exchange of best practices”. 


In order to develop energy poverty metrics further and increase awareness and debate, 
the Commission will set up an EU Observatory on Energy Poverty by the end of 2017. 


The 2015 SWD proposed a consensual energy poverty index, compiled by averaging 
three indicators collected for Eurostat's annual survey of statistics on income and living 
conditions (SILC)”: 

e the proportion of the population with arrears on energy bills; 


e ability to keep the home adequately warm; and 


e population living in dwellings with leakages and damp walls. 


For more information on the Citizens' Energy Forum and the working group on vulnerable consumers, 
see https://ec.europa.eu/energy/en/events/citizens-energy-forum-london 

Selecting indicators to measure energy poverty, final report (May 2016); 
http://ec.europa.eu/energy/en/studies 
https://ec.europa.eu/energy/en/news/commission-proposes-new-rules-consumer-centred-clean-energy- 
transition 

^ COM(2016) 860 final 
http://ec.europa.eu/eurostat/web/microdata/european-union-statistics-on-income-and-living-conditions 


Following feedback from Member States and other stakeholders, this indicator has been 
changed to the following ‘energy affordability index’ which is a temporary solution until 
the above work delivers a better, commonly agreed metric for monitoring energy 
poverty: 


° IMS: Energy affordability — this indicator measures energy-related expenditure as a 
proportion of total household expenditure for the lowest quintile (i.e. poorest 20 %) 
of population. It is based on Eurostat's Household Budget Survey (HBS), for which 
expenditure data are collected every five years. DG Energy worked with national 
Statistical institutes and Eurostat on an ad hoc data collection to gather all the 
necessary information to complete the data series of energy affordability. 


The harmonised index of consumer prices (HICP) for energy-related expenditure is 
presented as a supporting complementary indicator. It estimates the proportion of total 
household expenditure accounted for by energy products and is used by central banks to 
calculate inflation. This is useful additional information as regards potential 
vulnerabilities, e.g. to energy price shocks. 


Another supporting indicator is inability to keep the home adequately warm (as measured 
for the SILC), expressed as the proportion of the total population at risk of poverty (i.e. 
below 60 % of the median national income). 


Electricity and gas prices for residential consumers are also presented as additional 
information. 


2.2.3. ENERGY EFFICIENCY AND MODERATION OF DEMAND 


"Energy efficiency first" is a key principle of the Energy Union — this proposal puts it 
into practice. The EU as a whole has an indicative 2020 target of a 20 % reduction of 
primary energy consumption compared to projections and the 2030 climate and energy 
framework is currently negotiated by the European institutions. 


In the Clean energy for all Europeans package, the Commission proposes a 30 % binding 
EU target for 2030, thereby recognising the importance of energy efficiency and aiming to 
provide Member States and investors with a longer-term perspective for adapting their 
strategies to greater energy efficiency. 


The Energy Efficiency Directive? translates the energy efficiency targets into maximum 
levels of primary and final energy consumption by 2020 and 2030. Therefore, the first 
elements to be monitored are primary and final energy consumption. 


e EEI: Primary energy consumption — this indicator monitors changes in primary 
energy consumption?! in the EU as a whole and in the Member States. 


Primary energy intensity is also assessed as a supporting indicator, providing 
complementary information on the (potential) decoupling of energy consumption 
from economic growth. 


? Directive 2012/27/EU and COM(2016) 761 final. 
? Primary energy corresponds to gross inland consumption minus final non-energy consumption. 


e EE2: Final energy consumption — this indicator monitors changes in final energy 
consumption in the EU as a whole and in the Member States. 


However, energy consumption is influenced by several drivers other than energy 
efficiency improvements, such as economic growth, structural changes in the economy, 
fuel shifts, climate, etc. The limitations of available official statistics mean that 
producing a robust breakdown of the impact of sectoral and economy-wide energy 
efficiency is still a challenge. Current attempts to do so include EU-funded projects using 
decomposition analysis (e.g. the Odyssee-MURE? project — see assessment chapter 
below), but these have yet to establish a widely agreed methodology. Decomposition 
analysis will continue to be scrutinised for inclusion on the list of Energy Union 
x including through ongoing work by the Commission's Joint Research 
Centre“. 


Monitoring sectoral energy-consumption and energy-intensity developments can provide 
an indication of progress in terms of energy efficiency by revealing the extent to which 
energy consumption is decoupled from economic growth, or the specific energy used in 
producing a unit of GDP or value added. Therefore, energy intensities in the industrial, 
residential and services sectors and final energy consumption in transport are taken into 
account as main indicators. 


e EE3: Final energy intensity in industry - this indicator represents energy 
consumption for a unit of value added in industry and the construction sector. It is 
calculated by dividing the sectors’ final energy consumption by their total gross value 
added (GVA) at constant 2010 prices. Energy intensity in industry reflects potential 
specialisation in energy-intensive sectors and the effort to decouple industrial growth 
from energy consumption: the lower the value, the more energy-efficient the use of 
energy for the unit of GVA. 


e This indicator may be refined by also measuring final energy consumption per 
amount of physical output, e.g. so as to capture potential structural changes in the 
sector, which are not easily observable by comparing energy consumption with value 
added. This option is still under consideration for a future revision. 


e EEA4: Final energy consumption per square metre in the residential sector, 
climate-corrected — this indicator measures specific energy consumption per m? of 
floor area in residential buildings. The figures are climate-corrected in order to 
provide a more accurate assessment of trends over time in a sector in which heating 
(and cooling) still accounts for the largest part of energy consumption. The indicator 
can show the relative efficiency of the building stock and energy equipment: lower 
values indicate that the building sector has become more energy-efficient. 


In addition to these indicators, it might also be relevant to monitor the uptake of 
energy-efficient equipment. However, indicators on the market diffusion of efficient 
heating or appliances, for example, remain scarce"? and could not be compiled in the 


More information on the decomposition analysis performed under the Odyssee-MURE project is 
available on the project website at: http://www.indicators.odyssee-mure.eu/ 

The decomposition analysis developed by the Commission's Joint research Centre is described in the 
Energy Efficiency Progress report (COM(2017)56) 

a See, for instance, http://www.indicators.odyssee-mure.eu/market-diffusion.html 


context of this SWD. The Commission's new EU Buildings Stock Observatory may in 
time provide more details, which will be considered for future updates. 


e EE6: Final energy consumption in transport - this indicator represents the final 
energy consumption in transport sector. 


Transport related issues are covered in the energy efficiency and moderation of 
demand dimension of the Energy Union strategy. 


Data on specific energy intensity for passenger and freight transport are needed to 
compile a more accurate picture of transport activities and related energy consumption, 
and enable in-depth analysis of energy-efficiency developments in transport. These two 
indicators correspond, respectively, to energy used (expressed in tonne of oil equivalent) 
per passenger-kilometre and tonne-kilometres travelled within a Member State: the lower 
the value, the more energy-efficient the transport sector. However, Member States do not 
provide Eurostat with a breakdown of final energy by passenger and freight transport. 
Therefore, currently it is not possible to have the energy intensity of passengers and 
freight traffic activity based on statistical data. Also, the methodology for reporting 
traffic activity does not always follow the territoriality principle, which renders the 
calculation of the intensity indicators even more difficult. 


Pending the availability of more disaggregated statistical data, final energy consumption 
in transport is proposed as a main indicator, accompanied by information on passenger 
and freight activity, and on collective passengers transport as a share of total passenger 
transport. 


Variations in final energy consumption in transport over the period are also assessed in 
comparison with GDP developments and changes in passenger transport (passenger-km) 
and freight transport (tonne-km). A reduction of energy consumption in transport 
compared to an increase in passengers and freight transport activity suggests a more 
energy-efficient use of transport means. In addition, we assess the relative importance of 
public transport (trains, coaches, buses and trolley buses) in passenger transport. 


In addition to pure energy-efficiency considerations, information is collected on 
decarbonisation in the transport sector in terms of the average CO» emissions of new 
cars. This indicator is further assessed for the ‘decarbonisation’ dimension, supporting 
the main indicator (GHG intensity of the economy). 


This analysis should include more indicators on e-mobility, the deployment of hybrid 
cars and the availability of alternative fuels and related infrastructure. Currently, 
however, available data are highly dispersed and some important data are missing or 
potentially unreliable. A first step in this direction has been the creation of the European 
Alternative Fuels Observatory” as the reference point for information about alternative 
fuels in Europe. 


e KES: Final energy intensity in the services sector — this indicator represents energy 
consumption for a unit of GVA in the services sector. It is calculated by dividing the 
sector’s final energy consumption by its total GVA at constant 2010 prices: the lower 
the value, the more efficient the sector is in producing a unit of GVA. 


Source: http://www.eafo.eu/ 


The use of better energy-efficiency indicators will be facilitated by Eurostat's work to 
develop statistical data collections on sectorial energy consumption by type of end-use. 
Data are already collected on energy consumption in households by type of end-use 
(heating, lighting, cooking, etc.) and reports are available from twelve Member States”. 


2.2.4. DECARBONISATION 


The decarbonisation dimension of the Energy Union is very much driven by efforts 
towards meeting the EU's and Member States greenhouse gas emissions (GHG) 
reduction and renewable energy targets. 


The following indicator is proposed to monitor progress towards the EU's 2020 and 2030 
decarbonisation targets and to provide information on changes in Member States’ GHG 
emissions: 


e DEI: GHG emission reduction — this indicator represents total GHG emissions as 
considered for the EU’s 2020 climate targets. It covers total GHG emissions, 
excluding LULUCF but including indirect CO? emissions and CO» emissions from 
international aviation. 


Additional information is provided by several supporting indicators showing the 
proportions of EU emissions trading system (ETS)/effort-sharing emissions, LULUCF 
emissions and a breakdown of GHG emissions by economic sectors. 


The ETS is the key instrument in the EU for limiting GHG emissions in the power sector, 
energy-intensive industries and EU domestic aviation. While the ETS provides an EU- 
wide cap, the Effort-Sharing Decision (ESD) sets national binding targets to be met 
through mitigation action in the effort-sharing sectors (transport, buildings, small 
businesses and services, agriculture and waste). 


In line with the EU reduction target of 30 % by 2030 (as compared with 2005) in 
non-ETS sectors, the Commission has recently presented a proposal for an Effort-Sharing 
Regulation? that sets binding national annual targets for 2021-2030 for those sectors. 
The following indicators are used to monitor progress in the sectors not covered by the 
EU ETS: 


e DE2: Gap between GHG emission projections and 2020 target in the 
Effort-Sharing sectors — this indicator monitors each Member State's progress 
towards its 2020 GHG emission target. The Member States estimate projections for 
2020 in the effort-sharing sectors on the basis of existing measures. The ESD sets the 
EU 2020 target and binding targets from 2013 to 2020 for each Member State. The 
gap is expressed as a percentage of base year (2005) emissions. 


e DE3: Gap between latest proxy inventory of effort sharing sector greenhouse 
gas emissions and targets. This indicator measures the gap between the latest 


Eurostat data collection on energy consumption in households by type of end-use. Reporting for 
reference years 2013 and 2014 and the provision of historical series up to 2010 are voluntary. 
Mandatory reporting starts with reference year 2015. For more information, see 
http://ec.europa.eu/eurostat/web/energy/data 

Proposal for a Regulation of the European Parliament and of the Council on binding annual greenhouse 
gas emission reductions by Member States from 2021 to 2030 for a resilient Energy Union and to meet 
commitments under the Paris Agreement (Effort-Sharing Regulation proposal) (COM(2016) 482 final). 


approximated inventory emissions available” and its respective effort sharing target 
expressed as a percentage of base year emissions (2005). 


Another relevant indicator from the decarbonisation perspective is the GHG intensity of 
the economy, which is also used as a global sustainability indicator. 


e DE4: Greenhouse gas intensity of the economy: this indicator represents Member 
States" emissions against Gross Domestic Product. Lower the value, the less 
carbon-intensive the economy”. 


Additional information and further analysis is provided as regards GHG emissions per 
capita and those relating to power & heat generation, and CO; emissions from new cars. 


The increased use of renewable energy has triggered a decoupling of GHG emissions 
from economic growth and progress towards a low-carbon economy. The European 
Union has established a common target of 20 % renewable energy share in gross final 
energy consumption by 2020. Within the 2030 Framework for energy and climate, the 
European Council agreed to an EU-level binding target of at least 27 % renewable energy 
consumed in the EU by 2030. This target will be met through the contributions of 
individual Member States, guided by the need to deliver collectively for the EU. 


Therefore, monitoring progress on renewable energy penetration gives an important 
indication of the extent of decarbonisation of the economy. 


e DES: Share of renewable energy in percentage of gross final energy 
consumption: this indicator monitors progress towards renewable energy 
developments as it is defined under the Renewable Energy Directive and statistically 
collected by Eurostat 6, 


The gap to the 2020 targets is the difference between the target and the actual renewable 
energy share in the year. A negative gap means the overachievement of the target. 


The overall renewable energy (RES) share indicator is complemented with information 
regarding RES share developments at sectorial level, namely in electricity, transport and 
heating and cooling sectors. 


The deployment of renewable energy has a major contribution to the decarbonisation of 
the Union but also contributes to the energy security dimension of the Energy Union and 
more specifically to the reduction of import dependence. In order to provide a better 
assessment of these two contributions, two supporting indicators are considered in the 
assessment, both elaborated by the European Environmental Agency and based on 
statistical data: 


e fossil fuels avoided due to renewables (from 2005 onwards and as share of gross 
inland consumption) and 


Based on 2015 proxies provided by Member States under article 8 of Regulation 525/2013 or 
estimated by the European Environmental Agency on behalf of the Commission, where necessary. 

This indicator reflects the overall GHG intensity of the economies and does not explain the drivers 
behind the Member States' performances 

3% Directive 2009/28/EC of the European Parliament and of the Council of 23 April 2009 on the 
promotion of the use of energy from renewable sources. The Renewable energy shares in gross final 
energy consumption are available at: http://ec.europa.eu/eurostat/web/energy/data/shares 


e GHG emissions avoided due to renewables (from 2005 onwards and as share of 
GHG emissions). 


The research and innovation spending and patents on renewable energy technologies, as 
well as the turnover of the EU renewable energy industry and changes over time are also 
presented in the research, innovation and competitiveness dimension. 


2.2.5. RESEARCH, INNOVATION AND COMPETITIVENESS 
2.2.5.1. RESEARCH AND INNOVATION 


The 2030 climate and energy framework refers to the need to monitor technological 
innovation (R&I expenditure, EU patents, competitive situation on technologies 
compared with other non-EU countries). 


The transition to a low-carbon economy requires the development and implementation of 
new technologies, as they have been prioritised in the research, innovation and 
competitiveness dimension of the Energy Union. Innovation is key to the success of 
decarbonisation, starting with R&I investments. 


The Integrated SET-Plan Communication" sets out an R&I Strategy for the Energy 
Union for the coming years, stepping up the efforts to bring new, efficient and cost- 
competitive low-carbon energy technologies faster to the market and deliver the energy 
transition in a cost-competitive way. The achievement of these goals will be also 
facilitated by the research public-private partnerships such as the Joint Technology 
Initiatives on Fuel Cells and Hydrogen, CleanSky, Shift2Rail, the BioBased Initiative, as 
well as contractual Public-Private Partnerships such as Green Vehicles and Sustainable 
Process Industry through Resource and Energy Efficiency. 


In the transport sector, the Strategic Transport research and Innovation Agenda (STRIA) 
though its core priority areas"? outlines the contribution of transport R&I to the political 
ambition identified in the Energy Union strategy. 


Building on experience with the SET-Plan, the Accelerating Clean Energy Innovation 
Strategy? proposes specific measures to further address innovation challenges, in 
particular attracting necessary private investments and proposing focus areas for future 
activities. 


The SET-Plan, through SETIS“, the SET-Plan Information System, monitors the level of 
investment in research and innovation (both in the private and public sectors) and the 
trends in patents in energy on an annual basis, to map the evolution of the European 
energy R&I landscape. SETIS has been producing indicators on R&I expenditure and 
patent trends related to the Energy Union R&I priorities, namely on renewables, smart 


? COM(2015) 6317 final 

STRIA foresees an integrated approach to Energy Union research, innovation and competitiveness that 
would focus on the following core priority areas: 1) connectivity and automation of transport; 2) 
electrification in all modes (e.g. hybrid lorries, hybrid planes, electrical ferries); 3) alternative fuels; 4) 
vehicle design and manufacturing; 5) transport infrastructure; 6) networks and traffic management 
systems; 7) smart transport and mobility services. 

> COM(2016) 763 final 

40 https://setis.ec.europa.eu/ 
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system, efficient systems, sustainable transport, CCUS and nuclear safety as well as the 
SET-Plan actions defined in the Integrated SET-Plan Communication. 


Base on SETIS indicators mentioned above, the following two indicators are proposed to 
monitor R&I investments and patents in the EU. 


e RICI: Public investments on Energy Union R&I priorities as share of GDP: this 
indicator divides public investments in the field of Energy Union R&I priorities by 
the GDP. It is accompanied by the share of public investments in the field of Energy 
Union R&I priorities in total public R&I investments in civil research-GBAORD"! 
(i.e. excluding military public R&I spending). 


While R&I investments does not always translate into development and deployment of 
new technologies, it can be assumed that the latter will benefit. 


Corporate (or private) R&I investments is essential in the overall R&I efforts in a given 
country, but information from statistics is still quite scarce. Nevertheless, estimates of 
private R&I investments performed by JRC/SETIS are provided in the next chapter. 


In addition, a comparison of R&I investment intensity in the Energy Union R&I 
priorities of the EU and main EU trading partners is provided. 


Complementary indicators on the specialisation of R&I investments in the Energy Union 
R&I priorities in the EU and main EU trading partners are also presented. 


Another R&I indicator included in this report is the number of patents. 


e RIC2: Low-carbon technology patents per million inhabitants - this indicator 
provides information about the level of energy technology innovation, adjusting the 
absolute number of patents by population of the country. The indicator is based on 
the work within JRC/SETIS, itself based on data from PATSTAT” which are further 
processed to avoid double counting and eliminate inconsistencies and errors.^ It is 
accompanied by another indicator showing the number of patents normalised by 
GDP. 


According to the data availability in the upcoming years, the R&I indicators may be 
further refined in order to provide a more refined monitoring framework and increased 
linkage with the priority areas defined in the Accelerating Clean Energy Innovation 
Strategy. As an example, the Commission's services and Joint Research Centre are 
currently setting-up a Transport Research and Innovation Monitoring and Information 
System (TRIMIS) * a new tool aiming to support monitoring the progress of transport 
research and innovation actions. 


^' Government budget appropriations or outlays for research and development 


^ European Patent Office - PATSTAT The Worldwide Patent Statistical Database: 
https://www.epo.org/searching-for-patents/business/patstat.html#tab 1 

A full dataset for a given year is completed with a 3.5-year delay due to the procedural timeline in 
recording patents. Thus detailed data have a 4-year delay. Estimates with a 2-year lag are provided by 
JRC/SETIS at EU-28 level only. The trends specifically address advances in the area of low carbon 
energy and climate mitigation technologies (Y-code of the CPC). Patent statistics are based on the 
priority date, simple patent families and fractional counts of submissions made both to national and 
international authorities to avoid double counting of patents. 
https://ec.europa.eu/transport/themes/research/sttp/trimis_en 
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The above indicators on R&I are accompanied by additional analysis on renewable 
energy (i.e. the levelised cost of electricity, turnover of the EU renewable energy industry 
and worldwide investments), which puts R&I activities on renewables into the market 
perspective and compares them with those in other regions of the world. 


2.2.5.2. | COHESION POLICY INVESTMENTS SUPPORTING THE ENERGY 
UNION 


EU cohesion policy makes a key contribution to delivering the Energy Union objectives 
on the ground, including significant financial allocations from the European Regional 
Development Fund (ERDF) and the Cohesion Fund (CF), totalling EUR 68.8 billion in 
2014-2020, for investments relating to all five dimensions of the Energy Union. 


The strategic policy framework, major financial allocations (to be complemented by 
national public and private co-financing), technical assistance and capacity-building 
mean that the conditions are in place to exploit the full potential of the funding to invest 
in the Energy Union in Europe's regions and cities. To make this a reality, the 
development and implementation of high-quality projects is crucial. 


Therefore, it is pertinent to monitor progress in cohesion policy investments supporting 
the Energy Union. This can be done by dividing the amount of ERDF and CF allocations 
to specific projects by the end of each year (or a certain cut-off date) by the total amount 
of planned allocations for ERDF and CF investments supporting the Energy Union in a 
given country in 2014-2020, i.e. the project selection rate. This tells us about progress in 
cohesion policy investments supporting the Energy Union in that country, controlling for 
the size of the allocation. This information will be provided from end 2017 onwards and 
will be considered for inclusion as a scoreboard indicator. 


2.2.5.3. EMPOWERING LOCAL INITIATIVES: COVENANT OF MAYORS 


Urban energy consumption generates about three quarters of global carbon emissions”. 
Therefore, cities play a crucial role in terms of energy and climate policy; they can offer 
wide-ranging opportunities to shift energy consumption onto more sustainable pathways 
and create local openings for investment and growth. They are also in a privileged 
position when it comes to meeting the climate change challenge, as they can encourage 
citizens to participate and build partnerships with local stakeholders. 


Since its launch in 2008, the Covenant of Mayors (CoM) has become a mainstream 
European movement involving local authorities who voluntarily commit to contributing 
to the EU's GHG emissions reduction objective by meeting and exceeding a 20 ?6 CO2 
emissions reduction objective by 2020, through energy efficiency improvements and the 
use of renewable energy sources on their territories. 


The CoM's international dimension includes countries from the EU Neighbourhood to 
the East, South and in Sub-Saharan countries. In June 2016, the EU Covenant of Mayors 
and the Compact of Mayors“ announced the formation of the Global Covenant of 
Mayors for Climate & Energy, an initiative of cities and local governments leading in the 


^ IPCC 2014, Climate change 2014: mitigation of climate change. Contribution of Working Group III to 
the Fifth Assessment Report of the Intergovernmental Panel on Climate Change, Cambridge University 
Press, Cambridge, UK and New York, NY, USA. 


^9 https://www.compactofmayors.org/ 
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fight against climate change. The Global Covenant of Mayors for Climate & Energy 
already cumulates commitments from more than 7100 cities from 119 countries, 
representing 600 million inhabitants. 


The methodological framework that the Commission's Joint Research Centre has 
produced in collaboration with city networks offers municipalities a comprehensive tool 
to support the development of climate and energy policies, and a coherent framework for 
monitoring against their objectives. Progress to date will be presented in this SWD. 


2.2.5.4. COMPETITIVENESS: EU AND MAJOR TRADING PARTNERS' 
ENERGY PRICES AND COSTS DEVELOPMENTS 


On the issue of competitiveness, the 2030 climate and energy framework recalled the 
need to monitor energy price differentials between the EU and its major trading partners, 
building on the 2014 report on energy prices and costs." The Commission recently 
released a second Energy prices and costs report*® which provides an extensive update of 
the analysis based on available statistics and an ad hoc data collection undertaken with 
Member States’ statistical offices. Consequently, energy prices and costs data have been 
further updated, giving the latest available picture of the state of energy prices in 
electricity, gas and in the oil products sectors. In addition, the report also provides an in- 
depth assessment of trends and the impacts of energy prices for (especially, low-income) 
households and (in particular, energy-intensive) industries. 


Building on the above mentioned analysis, indicators on wholesale price differentials 
between EU Member States and main trading partners? are considered in a first step. 
Wholesale prices are considered for two reasons: first, comparability is much easier as 
differences with trading partners often happen due to different statistical treatments of 
transmission and distribution costs; second, wholesale prices are usually considered a 
relatively good proxy of the price actually paid by large industrial users, that is, typically 
consumers most affected by international competition. 


Wholesale price indicators are complemented with information on final energy prices 
paid by a range of industrial users", combining Eurostat data for Member States and 
International Energy Agency (IEA) data for trading partners and Member States that are 
also IEA members. 


When monitoring the impacts of energy prices on competitiveness, it is also important to 
take a holistic approach that takes account of overall energy costs. We therefore propose 
the following indicator: 


e RIC3: Real unit energy costs: this indicator measures the amount of money spent 
on the energy needed to obtain one unit of value added in manufacturing, excluding 
the refinery sector. It provides a more comprehensive approach to competitiveness 
issues relating to energy costs, as it combines the impacts of energy prices and of 


"7 COM(2014) 21 /2 

^ COM(2016) 769 final and SWD(2016) 420 final 

° For gas, US hub prices (Henry Hub) and LNG import prices for Japan, South Korea, China and India 
are used. For electricity, wholesale price information is collected for some trading partners and 
compared to the European composite average of wholesale electricity prices. 

Eurostat data are reported for the median consumption bands, as well as minimum and maximum 

prices. However, it is difficult to interpret to which specific industrial users each price applies. 
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energy-intensity level, when comparing with value added. The higher the value of 
this indicator, the higher the energy cost component in the overall cost structure of 
the manufacturing sector in a given Member State?! 


2.3. AREAS FOR ADDITIONAL WORK IN PREPARING AND SELECTING KEY 
INDICATORS 


The indicators presented above are based on currently available data; they therefore show 
a best available picture based on today's information, while recognising that there is still 
room for improvement in the years to come. The major limitations are data availability, 
data quality (in a few cases) and the current lack of better indicators on certain topics 
relating to the Energy Union objectives (e.g. the internal market). 


Further EU-level and national support for European statistics is key to improving the 
timeliness and quality of the data and extending data coverage as necessary for 
monitoring progress on the Union's energy and climate objectives. The availability of 
sufficient, more timely and more accurate statistical data could make a basic contribution 
to the monitoring of policy impact and will provide the public with a clearer, quantified 
image of energy and climate policies in the EU. 


The following table summarises the coverage limitations of existing indicators and some 
further needs: 


Table 2.2. Identified needs for new or improved indicators and data for monitoring 
progress towards Energy Union objectives 


Main area of 


Dimension Identified potential needs 
relevance 
Increase accuracy of statistical data on 
EC ED Energy imports energy dd a by country of 
TAL iusi Security of Further elaboration of a risk preparedness 
electricity supply indicator. 
Such an indicator should monitor the 
degree of market flexibility and the ability 
Joins hy: of the energy system to cope with an 


increasing share of new and renewable 


ici k SR. 
eiecit market energy sources (taking into account 


A fully integrated variable generation, storage capacity, 
internal energy demand response) 
market Electricity Improved methodology on electricity 
interconnections interconnection in a 2030 perspective, 
acknowledging Member States’ 
particularities (ongoing Commission 


Gas interconnections 
work). 


Set up a data collection on the uptake of 


51 


Note, that this indicator covers the manufacturing sector as a whole. To capture developments and 
conditions in individual sectors, e.g. in energy intensive sectors, a more disaggregated analysis would 
be needed. 
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smart grids. 


Energy market 
coupling 


Additional indicators providing better 
monitoring of intra-EU market coupling 
and energy trade flows; this may include 
components beyond price convergence. 


Switching rates 


New indicators on switching rates to 
green/renewable energy supply (including 
with the same supplier) i.e. customers 
asking to be supplied with 90-100 % 
renewable energy. 


Vulnerable Additional indicators/analysis for 
consumers EU-wide assessment of energy poverty. 
Widely agreed decomposition analysis to 
Overarching identify the impact of energy efficiency on 
consumption trends. 
Refined indicator based on further 
UL disaggregation of energy use by end-use 
intensity/efficiency - : à : 
: type (with particular emphasis on energy 
industry : ie. : 
intensive industries). 
A refined indicator for transport modes 
(mainly for road transport) based on 
further disaggregation of energy use by 
end-use type (i.e. passengers and freight) 
Energy ai ms 
: : d New indicators on  e-mobility and 
C. intensity/efficiency - : 
Energy efficiency SN alternative transport (also on the 
and moderation of P deployment of recharging stations) 
demand drawing on data available in the future at 
the European Alternative Fuels 
Observatory. 
Refined indicator(s) for energy 
Energy consumption by main end-use types 
intensity/efficiency — | (heating, appliances etc.), based on further 
residential disaggregation of energy consumption by 
type of end-use. 
Need for additional indicators allowing a 
Energy better estimate of energy efficiency 
intensity/efficiency — | impact, based on further disaggregation of 
services energy consumption by type of end-use. 


Decarbonisation 


Renewable energy 


Indicators on the cross-border integration 
of renewable energy could be developed 
further. 

Indicators on the local deployment of 
renewables and self-consumption could be 
developed further. 
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To further improve the data collection on 
R&D investments in Energy Union 
priority areas. 


Public R&D 
Research, 
innovation and 
competitiveness Innovation 
deployment 


Indicators, including regional or EU-wide 
ones, on the market uptake of innovation 
in the Energy Union priority areas and the 
competitive position of such sectors on 
global markets 


26 


3. DESCRIPTIVE ANALYSIS 


This chapter presents a cross-country descriptive analysis of the current situation and 
recent trends for the five dimensions of the Energy Union. It builds on the selected 
indicators included in the scoreboard, complemented with other relevant information 
when possible and necessary.” 


The scoreboard showing the main indicators is presented in the figure 3.a-c from below. 
For increasing transparency, an interactive web-tool for visualisation of the Energy 
Union indicators will be soon available on the DG Energy website. 


?' Note that this SWD has been elaborated in 2016, based on latest data available at the time. Therefore, 


data from Eurostat, carbon inventories from EEA/UNFCCC as well as from other sources, was 
extracted in June/October 2016. 


27 


(suoisuauup 124Dui [pu42]u1 PUD ANIIS &842u2) s40]p2ipui uolur) &842u] Umu JO PADOGAAOIS D ^£ 24n314 


“SIN yopa fo jana] au 10 pəssəssp 210 spua PUD s403021pul ||Ð :270U 


pua3a| 


SW Ile 10) ates a4) JOU si adueua jo porad pue SILÁ a|qe|IeAe,,, 
peiduiexe-f ‘IS ‘3S. 


[7231 ALTI [5271 [7227 ooz *c9- @ ua ® © e| «oz @ «woo @ ze © £ @ “we O xr O 
*90 *«cO KLE %E'OL “se wow 1861 @ [9] e xov © KOWE $9 © sz 06 *v6 xz O| 
eu eu %8'6 %S'zt TU 9642-0) 00001 @ (5) e° wru @ «rer © vv © sa Q ws @ xe O 
“SE [723 sez ALT EOZ *L6- @ sus @ © © rL @ xcs © or e voL © **v- 8 xo © 
O ws %0'9 *9'€ %L'9 [344 %Ur- su © © (5) xsi- © wy LS s- 6 ese OWE wr O| 
oma %00 %00 %T0 vee xrt © Guy © e e ws 5] «ror @ tw o6 t @ wor  * © 
© wwe %8'£z ALYT %9'9z FEZ %9'st © 1899 ©) ° [3] x- © «ee © ou © ve OKTO wu © 
O %o %0 %60 %60 [ara xz © gs © e e xeo- © «re @ ot € vi OT wu wz © 
@ xz 9t KET KET goz %0'91-@ WIT s 0 © (5) wos © «xot © set © ces © *-- 9 x9 © 
@ xs %UST pyan %UST 861 xsv Tor wvee( “e O (5) e wee @ xosi @ o9 © oz @ vg xe O 
eu KEE [-] eu eu eu eu eu eu eu eu eu o (5) eu eu eu eu HET- o 96L'L6 o 
KOE %59 O0 WIL %60'0 eu woo gzz žer @® sor xsTOD()  9w9 © [9] e xos @ «occ: @ oo © 9s @ ATO w:o 
%9'0 wos @ wo 9600 wo %T'0 eu eu eu KIDO 6861 © o e X68- © %T'8L iwz- o0 ec @ “0 @ x9 @ 
Ser ze O %00 woo woo 9600 TSZ XLV sty zca- o9 © (3) e %00 @ xou 9 oe © sis OQ HTO xu © 
Sdn wu OT wo 9600 %00 woo [374 yL sr «o0 @ oot O o e° xci @ «rcc @ =s OG Te @ %@ xr O 
%62'0- sry @ =u eu woo 9600 eu eu eu eu eu [3] eu eu tT e o @ %@ we © 
eu “TL @ * v r9 %0'9 wog cu X691 es eE @ tez © (3) o yssit- © so O9 tc . et @ *r-0 xu © 
eu woo %60'0 woe KET 9°92 eu eu «co @ ms @ e e xot @ xou @ zre re @ xs wer O 
Xco0 9 ws @ Ws 96 We KEY [304 X601-) 99€ KESEL@ vez © e e wose @ «xo 9 s © o6 @ %s@ %9 O 
“OT @ “S'S @ wa pui %L'6 %L'OT 91 KD rs yso ð see O e e wo © xoc 9 eu © zz Q rO wu Oo 
xot Q wi *oo 9600 %60 %E0 Xesco Lu WO sts esr () svo (D *%99s-@ [9] e yezi- © «ssec @ zz g ze GO *» Q9 ww © 
xXco *rs 9 rv %UST HEST KOWE WOOO zoz [372 Lev %09 @ st Q «sce © © woo @ xori OO oc © eec @ xcv Q xs © 
wT @ WOO Ws %6's D] X0 KITO rs X67 TTE xcos- ser O sic e e %s'6e- © xsv @ se o re. Q zre x68 @ 
xo: OQ ws wet %z6 HTL WS KITO ooz E LTE xs ® sose O %I9-@ e © %0'gv- © xoa @ ze © et @ %@ wa OO 
“tT 9 se OMKES %T'OT %0'v *XL'€ XL oo KLEE re xt6- @ oez O xoc © t0 wv OO woso @ xw: 6 se e Ts @ oco %“ @ 
Xro €) rza O Ket %6's %8'r woe Na Tz X6Tt vrze KEWO cuv OHO wr O wz~@ xt O6 %s'9zz @ see OO ” © tz (0 ** OQ woe © 
wee €) % O woo 36070 %00 %00 XOvc-O r eu eu xoz C) vere D WOSE ore O Xot % e xe @ xs © o9 e co @ %¿@ % O 
KET € wsi 6 KOT %68°ST ATTI prias Kv Le re KO str xco @ ur 6 is exe OQ kowi x @ xovs @ xouz O0 o- @ sve @ wot wos © 
KITO “98 @ XTS %0'L E'S %79 %6 ve 60c KO 90v ZTO ur OU *veg see O eu eu eu eu oT e re Q9 TO «se © 
v10c-SO0C toe ‘STOZ-6002 STOZ STOZ-6007 Ea STOZ-ETOZ STOZ STOZ-ETOZ STOZ STOZ-TTOZ STOZ STOZ-S00Z STOZ ZEN UEN t10¿-S00z EN YTOZ-S007Z viOc 
ud bd A ( te Im Ë " [dd] e 8 Dung 
pouad aux % (1anddns 96 (1anNddns amonajsejjut Jeuojeusayu 
EEDAN [6] doosueo DE ] [ad] stoz-etoz — [UM — STOZ-ETOZ [u (HIR sjBuis  stoz-sooz  ei8uis  9TOZ-vTOZ ba Gli se8 sade] BIS fuonenussuc U 1-uonduinsuoa 
-S007 e3ueu» Sjaunsuo3 STOz-600Z siəuunsuop -TTOZ adueys Aypedeo -6007 ə8ueup “6007 eSueu» wnwxew -S007 ƏJueyə 
ejnjosqe SEENEN 1010 94 © aBeiane |270} Jo. 96 azue |N/ouna)) aues Moya ƏAne|Ə1 F Pond Mappe Ed pajjeasui jo 96 anjosqe sooner aed aynjosqe sueau oor) aqnjosqe LER 
ST0Z-600Z ƏAne|ə1 a^neja1 00001) əxne|ə1 00001) əynjosqe pauysnes aq ues ey} UM $8018 jo %] 
adesane 00001-0 00001-0 pueuuep |230} JO 96 sjoduil3aN 


3e350n3 uo paseq speld uo paseq 3e1soun3 
4 332/830 V 332/030 V luoissiuuuio? ueadosna| uoissituuuo3 ueadoing 3332/8030 V 3-O1SN3 dnoj8 uoneuipiooo seo “ SHI / yeysoing 
'SƏ3IA1Əs UO|SSILULOD SƏ3IA4ƏS UO!Ss|WUWOD uo paseq “sə3IAJƏS uolssiwiw0D 


««9|nuinb ysamo} 


sul 405 eanjpuedxa Sae syəpew Ajddns se3 əjesəjoym uone1oue8 1amod 
DASR ves ss EST] seoud puja B aao Ip Aypedes uonəpəuuo31əlui [001-0] 21632433e - xapu [%] Aouapuadap 
uonduinsuoo jeu u! [eyes se8 - sajen 2 ASA - xapul uonemnue»uos - yapul uonenuexuoo z d [96] se3 104 INI T-N :€SOS E s10yeoipu| 
: RAS d se8 ajeseJouM -SINI 9jesajouM -tIWI un MESE Apupa -TNI uonenua2uo2 1 yodui aN :TSOS 3 
aueys aunypuadxa AS1əuə |Sunpyiws jenuuy - ¿WI | Sutu23iss jenuuy- 9WI JOHEIN - ENI JEW -ZNI 


- AM IIqepa0jje AS12əu3 8NI 


sreunsuoo Supuonoung PEW IESIM 8 u C HAumesss ë | j/fouspusdap podu S3UEAS|9H 


yaysew AS1əuə Jeuja3u| 3sna3 pue Ajuepijos *A3uun28S A81əu3 uoisuauiiq 


28 


(suoisuauup uoi psiuoq4Doop pun &ouai2iffo &842u2) SAOJDIIPUI uoiuf] &K842u] UIDUL fo pipoq24o3ç "qrg AANBL 


SaIXoJd STOZ UO paseq yy 


wos © o KOL *68'6S- 897 *6vr'S- e [E] X9'££- TU %6'0- ETIS HE'E- [zs ATT- m %T 6 se Xrc 6 scm xn 

we O © s Sórvs- BET HEYT- e wi 6 HS'EZ- 9 *6T'0- 758 %UT- L8 Sá T- ver Xs0- @ er xso @ ec as 

wo @ © "s %90- 80€ Sec e wo O0 HEZ- Ust %E0 LY 96c'0- 9c %T'0- Tet Xco @ wire wo (€ cree E 

% © © wu %60°EL- svs 960 6T- e xs OO KEY wee %S'0- lz ob T- UST AT'S- vst Xvi- @ so %9T- 09 ses E 

“ve © © w *6S'et- [7 ww e wa 06 %8'6- 8'6r ALZ 78T %90- L8t HS'E- 8zt xso @ mv WO @ «9 15 

%60- @ © "ew %60- £64 ASZT- e wes OO %8'ss- Tat %6'z Lrs %90- gz %t'9- [724 Xv 6 ur %8T- @ ¿og ou 

xov © © wuz *óv'8T- Lov xu @ «esc 0 [gas 9'9r %UT- tro 60" 09 HO'T- [3 xoc @ test xoc @ o 1d 

xot © © wu 366/99- v6 e % 06 %€'6T- Live ATE LET KOT- eoz AL'S- [144 xso © re «co @ cres Td 

«X60 © © "rt *68'SE- 19z %6'£- e we 0 %S'T get %70- £18 *6€'0- cu %z'0- pu %E0- @ osse xo (9 soe 1v 

xss © o %s's WL Er ete %6ZT- e xs- 0 wg Ott 9601- [33 HTE- OTT LT 911 WI 6 su Xrr @ 9979 IN 

wes © o D *69'05- sze KEGI [3] «eo OO %9'8T eu *8's 670 HO'E- S'E eu Xvt @ vso xo (9 sso my 

“se © o %s'6 *6T'ES- es HOZZ- e «su OO HESE- ole ALT- ose %69'E- TET woe 6st rc @ ert we @ c NH 

%s9 © e UA HETI- 957 Wre e % 0 ASTI- 911 %UT- evz ALE- T'6T ob T- [i xcr @ or Xvr @ s m 

%50- @ © "e 36'69- vs ob TT e wvs- 6 %¿'6S- Toe x9 vet Se T- Lot ATT- Zot wo @ sy wre @ es n 

%ET © © «s HEZI- 855 HSZ- e we O6 %z'ss- Lov %90 607 %6T- voz HSZ EST xco @ eve o @ sr M 

Xov © o 3406 ALZ- ts %€'sz- e “ele @ 3606 OST *91- v8'0 HSE- T9 ATE Eras %ET- @ t “IT 6 027 B 

xro- 6 © wr %9'gz- vsz %6- e “vs 6 HEIT- ovr AS 600v %80- 87r ALT- 18 KITO see xsv 8 vec i 

%6L- @ © "e HEZE- Tes ATTE- e «eer O6 *8'42- Tut %9'0 zoz %6'T- 002 AST- 611 x91- @ veo X6r @ s MH 

ws © © xer %L'6E- Eez NA e x 6 ASZT- THT %70- vs'6v %6T- 9'st se T- 6L KET 6 sew KIT OO erreaz 

sse © © wx» %t'sz- oee %Z'0T- e wi @ pura Set sec 86€ se T- v6 *X91- 16 xc @ cce xov @ ¿szU 

xc © © est HEIZ- 6zs xw e xe 6 96L'8- 360 97r HET- L9 ALT- Lor HTE ver ere @  :ss xc @ tee 

xvi © x98 %6's9- TZE ATZ- e wa 6 360707 kow EOT ATT- nz sb v %9'0- 15 T @ ¿or xor @ seer 

xsT- © © x SLT 9001 xu e xoc 6 %8'ss- %60 [177 «co 8L0 %60'T- sez sis v- ver xXro- @ we xot @ 799 

xcv © © wu 3átr8v- see ATZ- e xo OO %6'sz- %6°0- S'6r WO Lv'€9 WIT £9 HET- 08 xvo- @ 88807 X80- @ 18167 

«90 © © wz ATTS- soz %69- e xso @ %s'6z- *X91- YT %80- tev *91- TYT HST- w %ST- @ se %ST- @ s 

xvo- ®© © wt %S'6S- [71 *811- e «es @ %6'LE- AST- 9'0E %E0 [r2] *01- 9'6r *0'5- Tot %ET- @ wee %60- (€ ssse 

xoz- © © xos 36 19- [7525 %€'¿T- © xssc OO *9tv- %ST- Tov %60 TTE %80- 80T HE9- uz Xcr @ 106 x60 @ za 

wos © [3] kog %L'9v- SIE *66t- e xs 06 HEBT- %0- 9'9r co £0'0T %97- EZ *66/0- [72 wo ( sore %ET- @ s 

Xov © eu %0'9T %T'8r- zee e wes 8 bb @ «T 091 %S'0- OS'ZSE HET UST *661- 96 ri 8) vereor rt (9 orzost gena 
il ae ii pes i pe ou E Hgg ees] vee [vera | wee | were | oe | zp 

Ek] See [———— 


[oroz oun3 [zw/a0ry] 

[%] uW/əo3W] fed] 1%] papan [26] 
e8ueup 0102409 E EAN] asueup @jewija opas ^ aBueya 
dad‘ainba — jeaÁ aseq sooz Jo %) dead aseq 0661 Jo %) Jenuue — / sadjas ul enu UE SHEJSAS Jenuue X JenuepiseJurgul — jenuue 
£02 suoi] ageiaae — uonduinsuoo ! asesane  jeduondumnsuoo aseiane 

Adsaua jeuls Adiaua jeu 


iden) niis ser este Ss pene [ow] E du Bine [ow qoM pes 


10285 


Suueus 14043 
(193163 na) 066T=1e2A E 40285 Jenuapisas 
əy} ur ozoz u! 49312} 401288 Ansnput uonduinsuod 


wayu pue suoissiua 
eseq-suononpal| sexwuesui Ajsuajul ui zw Jed uon duinsuoo ^ 
pue suon2efoud ul onp: : Laumu Iz b ui Aysuaquy A31əuə [eur - £33 A819ue jeuly - 233 ASuaua Aieuiud - [33 


[%] 
[dd] ptoz/etoz uonduinsuo3 [%] stoz 
Aiopefen A81oua -0661 ə8ueup 
wyau] 0} dea Jeu} ssoJ8. ƏAHB8|Ə1 
uy aseus say 


lora /201] 
(Aasnpuy) [%] toz [%] toz 
VAD/(Aasnpul) -sooz e8ueu» - S007 eBuey> [əo1w] 
uondumsuop enuue adesane Jenuue a3ejaAe 
A8jəuə|[euu 


[ona 


(suossa 1eəÁ 


[dd] 398183 
Əseq S00z jo %) 


0207 01 de8 


[sow] 


GUN 


Auiouo2a 


aueys A31aua o|qemaua1 - sd NK ue 


E 
gua EONA Modsuen ui A31əuə [eui - 533 SII 


|uoguanu! (Axosd) 35236 suoisiue 5H5-T3d| — A&ieue jeng - s33 AS81əuə jeng -t33 


suoissiuue DHI 
dep: 
uəəməq G29 +30 | usamyaq dep :zaq 


ASsaua ajqemauay SuO|ss}wa se8 əsnouuəə19 S1013ƏS [eu] uondunsuoo Adiaua eui) pue Asewd e2ue^s|au 
Awouoda ay} JO uonesiuogae»ag pueuuəp jo uoljesapow pue Aouaniyja A819u3 uojsuawig 


29 


969'€€ v6'0T tro AN 961c070- 

%S'T- LUTI z760 861 96L0070- 

96L'9V 9L1c VET ESZ %ZS0'0- 

%€'6- £8'zz 900 600 %€00'0- 

969'S- 90 VT 6ro 0€0 eu 

ASTI- wt 110 STO 961100 

96V VT tS'ST oro tro 96v00'0 

966L- tE'0c 6ro tvvo 9691070- 

96v ST. OLTI TET Orc 9610070- 

%U0- TOL LOT 891 968€070- 

ASTE- 008 TEO vro eu 

wT 6112 900 600 96LV0'0- 

96E'SS- 6E'6T 967 905 960c070- 

AT'ET 9C €t 00 400 ‘%€00'0- 

96L'6T 6c 6T Sco £70 eu eu 
9601€ 9E'9c To a) eu eu 
WIS L8'8T veo 1S0 960000 96cc0'0 
WIT TET c00 c00 eu eu 
966'£C S6'ST S80 VOT %700'0- %0S0'0 
ATST 78°02 0£g'0 [24] 96v0070- 9660070 
9608- was £00 00 960000 966000 
968 Vc- 9v8 evo 1⁄0 9601070- 968100 
966€ E1451 tro 800 9661070- 96c10'0 
AETI ETZI 157 ery 96v00'0 960€00 
96v T 709 tcc we %610'0- 9685070 
ATTI- 6E'ZT ozo 8€0 966000 96Ec0'0 
900€ c8's9 00 110 eu eu 
9661€ S6'sc SS'0 901 96Sc0'0 96cvO'O 


D 4 
< a 


E 


2/5 


N 
o 


ASTI 9cst 08" vt 9690070- 9?60€£070 


0 
vl0c-S00c tTO? ztOZ -S007 [4104 vlOC-0l0c tTO? 


[s3ueiiqeuur 
[%] uou [sueuqeuur 
Əgueup [pappeanjeajo%] Jad sjueyed] 
a^ne|ar pouad dad squajed] 
84} ano adesane 


[dd] 
vIOC-0T0c 
suey? 
ainjosqe 


[aqo jo %] wun 


$a2|AJas UOISS Juluu05) 


(8uiujou. eim da9 Jo deys se qgu 


1X9) 401285 Suuməejnuetu parejas uoun A&iou3 
A318u3 01 payejas sjuaged-zni 
ut 3502 ÁSaua HUN [eas -EZS uo Su!puads oi|qna-TOni 


Figure 3.c. Scoreboard of main Energy Union indicators (research, innovation and 


competitiveness d 


ssauannnaduioj Sjuejed pue sjusunsanul q'3H EXITTETET] 
ssauaAnneduioo pue uoneAouu! /ueasay 


30 


) 


imension 


3.1. ENERGY SECURITY, SOLIDARITY AND TRUST 
Key points 


e The EU imports more than half of the energy it consumes. Import dependency 
seems to have stabilised in recent years: since 2005, it has fluctuated between 
52 % and 55 96; it was 53.5 % in 2014. 


e In 22 Member States, net import dependency actually decreased between 2005 
and 2014, indicating an improvement in energy security. This was due to an 
increase in indigenous renewable energy production (Austria, Estonia, IE, Italy, 
Latvia, Portugal, Spain) and a general decrease in energy consumption. However, 
this positive trend was offset by a significant increase in net import dependency 
in a few countries due to the decline of indigenous fossil fuel production 
(Denmark, Poland, UK) or the closure of nuclear plants (Lithuania). 


e There are only two net gas exporters in the EU: Denmark and the Netherlands. 
Net import dependency for gas exceeds 90 96 in 16 Member States, about half of 
which are fully reliant on imports (100 % net import dependency). Two 
producing countries, the Netherlands and Romania, recorded significant 
improvement: although their gas output decreased, this was offset by a bigger 
decrease in consumption. 


e Among all fuels, the EU's import dependency is the greatest for crude oil ^; this 
increased from 81.3 % in 2005 to 87.9 % in 2014. In this period, indigenous oil 
production fell by almost a half. As a result of falling consumption, net oil 
imports also decreased (by 12 965), but imports cover a growing proportion of 
demand. 


e The EU's net import dependency for hard coal was 55.7 % in 2005 and rose to 
67.9 % by 2014. In this period, indigenous production of hard coal fell by nearly 
40 96. Net imports remained stable but accounted for a growing proportion of 
consumption. The Czech Republic is the only net exporter of hard coal in the EU. 
In 2014, even Poland, the EU's largest coal producer, became a marginal net 
importer and net import dependency exceeded 90 % in 19 Member States. 


e In 2015, 90 % of the natural uranium included in fuel loaded in EU reactors 
came from outside the EU. The proportion originating in the EU has increased 
significantly since 2005, but from a very low base. 


e The EU has a wide range of import sources for all fuels. However, the supplier 
concentration index rose from 8.1 in 2005 to 9.7 in 2014, indicating a slight 
deterioration in energy security. Some central and eastern Member States 
(Bulgaria, Estonia, Finland, Hungary, Lithuania and Slovak Republic) rely to a 
large extent on Russia as the main source of imports, in particular for gas but 
often also for oil and/or coal. 


e New interconnections and LNG terminals led to greater security of gas supply in 
the last couple of years, as reflected in the increase in the N-1 indicator in the 
majority of Member States. Only two Member States remain below the 100 96 
threshold (not counting countries with a derogation). 


?* Including NGL. 
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The EU imports more than half of the energy it consumes and several Member States are 
heavily reliant on a single supplier for key energy sources. This is mainly true for gas but 
to a lesser extent also for oil and coal. As a result, the EU remains vulnerable to supply 
disruptions, whether caused by geopolitical conflicts, political or commercial disputes, 
infrastructure failure or other reasons. This was recognized by the 2014 Energy Security 
Strategy ^ and the stress tests” carried out in the same year. The strategy proposed action 
in a number of areas to strengthen security of energy supply. 


Building on the Energy Security Strategy, the Energy Union strategy puts a significant 
emphasis on this aspect of energy policy: its first dimension is designed to enhance 
energy security, solidarity and trust, with the aim of ensuring uninterrupted supply of 
energy for European citizens and businesses. To address the security of supply 
challenges, the Energy Union strategy called for the diversification of energy sources, 
suppliers and routes, the improvement of emergency preparedness, engagement with 
external energy partners and more transparency on energy supplies. 


3.1.1. IMPORT DEPENDENCY 


SoS1: Net import dependency — net energy imports (imports minus exports) divided by 
gross inland consumption of energy and marine bunkers, based on tonnes of oil 
equivalent.?? 


The most common indicator of energy security is import dependency, showing the role of 
imported energy sources in a country's energy consumption. 


The EU is a net importer of energy: in 2014, the import dependency stood at 53.5 %, i.e. 
the EU needed to import just over half of the energy it consumed. Import dependency is 
particularly high in the case of fossil fuels: in 2014, it was 87.9 % for crude oil, 67.4 96 
for natural gas and 67.9 96 for hard coal. 


Overall, EU energy import dependency seems to have stabilised in recent years: since 
2005, it has fluctuated between 52 % and 55 %. While the import dependency of fossil 
fuels continues on an increasing trend (driven by the depletion of EU fossil fuel 
reserves), their share within the energy mix is gradually decreasing. The share of 
renewables, on the other hand, is steadily growing and contributes to the decrease of 
import dependency since these are generally produced within the EU.” A high share of 
nuclear in the energy mix also helps to limit import dependency.”® 


Although all Member States were net importers of energy in 2014 (Denmark was the last 
one to become a net importer, in 2013), the level of import dependency, as well as the 
change seen in the last decade, greatly varies across Member States. 


`! COM (2014)330 

°° https://ec.europa.eu/energy/en/news/stress-tests-cooperation-key-coping-potential-gas-disruption 

°° Net import dependency as it is defined above may reach values above 100 % in case of increasing stock 
levels. A negative value indicates that the country is a net exporter. 

>” This is the case for hydro, wind and solar, but not necessarily for biomass. 

°° When calculating overall (not fuel-specific) net import dependency, nuclear is included in the gross 
inland consumption but net imports of uranium and nuclear fuel are disregarded. 
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Looking at individual countries reveals that in 22 Member States net import dependency 
actually decreased between 2005 and 2014, indicating an improvement in energy 
security. In some countries this improvement was helped by an increase in indigenous 
energy production (e.g. Austria, Estonia, Ireland, Italy, Latvia, Portugal and Spain) but in 
most cases it was facilitated by a decrease in energy consumption.” Measured in 
percentage points, Estonia, Latvia and Portugal had the most significant fall in net import 
dependency. All three countries experienced an Increase in renewables production in this 
period; in Estonia this was complemented by rising oil shale” output. 


SoS1: Net import dependency [%] 
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Figure 3.1.1: Net import dependency (Source: Eurostat) 


However, this general positive trend was offset by a significant increase of net import 
dependency in a few countries. In the case of Denmark and the UK, this was clearly 
related to the decline of oil and gas production in the North Sea while Poland 
experienced a significant fall in its coal output. For Lithuania, the closure of the Ignalina 
nuclear plant at the end of 2009 was the main driver of increasing import dependency. 


In addition to looking at the overall import dependency, the indicator was also calculated 
for the main fossil fuels: natural gas, crude oil and hard coal. These fuels cover nearly 
70 % of the EU's gross inland energy consumption and the overwhelming majority (96 96 
in 2014) of net energy imports. Crude oil alone makes up more than half of the EU's net 
energy imports. 


In case of natural gas, the EU's net import dependency increased from 57.1 96 in 2005 to 
67.4 % in 2014. In this period, indigenous gas production fell by nearly 40 %. While net 
gas imports in absolute terms also decreased (by 9 96), these make up a growing share of 
consumption. 


`? Between 2005 and 2014, the EU's gross inland consumption of energy decreased by 12 96. 
6 Oil shale is a solid fuel which can be burned to generate electricity or one can extract oil from it. 
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SoS1 - A1: net import dependency - Natural Gas 
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Figure 3.1.2: Net import dependency of natural gas (Source: Eurostat) 


With the exception of Cyprus and Malta, all Member States use natural gas. There are 
only two net gas exporters in the EU: Denmark and the Netherlands. In 16 Member 
States, net import dependency exceeds 90 %, with about a half of them fully reliant on 
gas imports (100 % net import dependency). 


In eight Member States, net import dependency decreased between 2005 and 2014 but in 
most cases only marginally. Two producing countries, the Netherlands and Romania, 
recorded a significant improvement: although their gas output decreased in this period, 
this was offset by a bigger decrease in consumption. 


In 17 Member States, net import dependency increased in this period. This group 
includes the other two major gas producers: Denmark and the UK. Both countries 
experienced a nearly 60 % decline of gas output, leading to a significant deterioration of 
import dependency. 


Among all fuels, the EU's import dependency is the greatest for crude oil and NGL; this 
increased from 81.3 % in 2005 to 87.9 96 in 2014. In this period, indigenous oil 
production fell by almost a half. As a result of falling consumption, net oil imports also 
decreased (by 12 96) but imports cover a growing proportion of demand. 


SoS1 - A2: net import dependency - Crude oil and NGL 
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Figure 3.1.3: Net import dependency of crude oil and NGL (Source: Eurostat) 


22 of the 28 Member States use and import crude oil; the remaining six have no 
operating refineries. Denmark is the only net exporter of oil in the EU but its net exports 
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have significantly decreased over the last decade. In sixteen Member States, net import 
dependency exceeds 90 %. 


In ten Member States, net import dependency slightly decreased between 2005 and 2014 
which was typically caused by falling consumption rather than a rise in oil production. 


Net import dependency increased in twelve Member States, with the biggest increases 
observed in Denmark and the UK which together covered 72 % of EU oil production in 
2014. Both countries experienced a decline of more than 50 % in oil output, leading to a 
significant increase of import dependency. 


As far as petroleum products are concerned, exports and imports are of a similar 
magnitude but this hides the fact that the EU typically exports motor gasoline and 
imports middle distillates. Eurostat statistics show that, in 2014, net exports of gasoline 
amounted to 46.1 million tons which was offset by net imports of gas/diesel oil (22.6 
million tons) and jet fuel (15.3 million tons). 


Lignite/brown coal is typically not traded internationally and the imports arriving to the 
EU are negligible. Therefore, the analysis of solid fuels was restricted to hard coal. The 
EU's net import dependency for hard coal was 55.7 96 in 2005 and had risen to 67.9 % by 
2014. In this period, indigenous production of hard coal fell by nearly 40 96. Net imports 
remained stable but accounted for a growing proportion of consumption. 


S051 - A3: net import dependency - Hard Coal 
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Figure 3.1.4: Net import dependency of hard coal (Source: Eurostat) 


Hard coal is used in all Member States except Malta. The Czech Republic is the only net 
exporter of hard coal in the EU. In 2014, even Poland, the EU's largest coal producer, 
became a marginal net importer and net import dependency exceeded 90 % in 19 
Member States. 


In 11 Member States, net import dependency decreased between 2005 and 2014. The 
sizable improvements in case of Bulgaria, Latvia and Romania seem to be related to 
stock changes (all three countries consume a relatively low amount of hard coal and none 
of them produced hard coal in this period). 


Net import dependency rose in 15 Member States, with the biggest coal producers 


(Czech Republic, Germany and Poland) showcasing considerable increases. All three 
countries experienced a decline of indigenous production in the last decade. 
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Imports of uranium and nuclear fuels are not included in Eurostat's energy balances and 
therefore import dependency cannot be calculated in the same way as for the main fossil 
fuels. Hence, complementary information is provided on imports of uranium and nuclear 
fuels. 


In 2015, 90 % of the natural uranium included in fuel loaded in EU reactors came from 
outside the EU. According to 2014 figures, Russia and other CIS countries were the most 
important suppliers; their market share has considerably grown compared to 2005 when 
Canada was the main import source. The proportion of uranium originating in the EU has 
increased significantly since 2005, but from a very low base. 


Purchases of Natural Uranium by EU utilities by origin, 1992-2014 (tU) 


2005 change 2005-2014 2014 


B Russia 

B Other CIS 

E Australia 

E Niger + Gabon (*) 

m Canada 

m South Africa + Namibia 
MEU 

m Heu feed (**) 

m Other + undetermined 
MUSA 

m Malawi 

E Re-enriched tails 


2.796 


247.596 


784096 


-43.596 
-22.696 


(*):Gabon has ceased uranium 
production since 1999 


E D 
100.0% (**) HEU=highly enriched uranium 


natural uranium included in fuel loaded in the 


EU reactors by source, 2015 savings from MOX [ll 6.0% 


reprocessed uranium BN 1.7% 
uranium originating in the EU (approx annual production) W 2.3% 


uranium originating outside the EC 90.0% 


Figure 3.1.5: Purchases of natural uranium by EU utilities by origin (Source: Euratom 
Supply Agency) 


In 2015, 128 nuclear reactors were operating in 14 Member States, with an additional 
four reactors under construction. In France, Hungary and Slovakia, the share of nuclear 
power exceeded 50 % of total electricity production. As far as nuclear fuels are 
concerned, the nuclear power plants of four Member States were fully reliant on Russian 
fuels. The share of Russian nuclear fuels in the EU as a whole was about 39 % in 2015. 
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Nuclear power share of total electricity production in the EU MS, 2015 [26] 
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Russian fuel deliveries 


Figure 3.1.6: The share of nuclear power from total electricity production in 2015 
(Source: Euratom Supply Agency) 


3.1.2. SUPPLIER CONCENTRATION 


SoS2: Aggregate Supplier Concentration Index (SCI) - this indicator is calculated as 
the weighted average of the three fuel specific SCIs*!, weighted by the share of the 
respective fuels in the country's gross inland consumption. 


Net import dependency on its own does not reflect the vulnerability of Member States 
and the EU to energy supply disruptions. In particular, it provides no information on the 
number of various sources of imports and their relative significance. Member States with 
no or limited fossil fuel reserves can hardly improve their import dependence but they 
can certainly make efforts to achieve a better diversification of energy sources, suppliers 
and routes, the importance of which was highlighted in the Energy Union strategy. 
Therefore, a supplier concentration index (SCI) is used to complement the analysis on 
energy security. 


When calculating the SCIs, only the fossil fuel imports coming from outside of the 
European Economic Area (EEA) were considered, i.e. imports from other EU Member 
States and EEA members were disregarded. 


Š! A supplier concentration index by fuel is computed as the sum of squares of the quotient of net positive 
imports from a partner to an importing country (numerator) and the gross inland consumption of that fuel 
in the importing country (denominator). Smaller values of SCI indicate larger diversification and/or a 
smaller share of net imports from consumption. Hence, the SCI can be seen as a proxy for lower risk to 
energy supply shocks. Although SCIs are often correlated with net import dependency, they provide 
additional insight on the level of diversification in import sources. The SCI can have a value between 0 and 
100. 0 indicates that the country is fully relying on indigenous production while 100 indicate that the 
country has a single supplier and no indigenous production. In some cases, the calculated SCI is higher 
than 100 (this can occur if imports are higher than consumption); in such cases, the value was reduced to 
100. 

$ Norway is the only EEA country exporting significant volumes of fossil fuels to the EU. 
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In addition to calculating the SCI for each of the main fossil fuels (crude oil, natural gas 
and hard coal), an aggregate SCI was calculated for each country and the EU as a whole. 


A Member State importing most of its fossil fuel sources, but from a wide range of 
countries, such as Spain, shows a relatively low SCI. In addition, all else equal, a 
Member State in which fossil fuels represent a limited share of the overall energy mix, 
such as France, also shows relatively lower values for this indicator than a Member State 
mostly relying on fossil fuels. 


Figure 3.1.7 shows the aggregate supplier concentration index for each Member State 
and the EU in 2005 and 2014. For the EU as a whole, the level of the indicator 1s rather 
low, indicating a relatively high degree of diversification of import sources. However, 
the level of the indicator has increased in the last decade, from 8.1 in 2005 to 9.7 in 2014, 
indicating a slight deterioration in energy security. 


Looking at individual Member States, the level of the aggregate SCI varies from less 
than 10 in countries with significant indigenous production (Denmark, UK), in countries 
mostly relying on imports from EEA countries (Luxembourg) and in countries with a 
relatively low share of fossil fuels in the energy mix and diverse supply sources (France) 
to more than 60 in a few Member States mostly in the eastern part of the EU which rely 
on Russia as the main source of imports (Bulgaria, Estonia, Finland, Hungary, Lithuania 
and Slovakia). In Cyprus and Malta, the level of the aggregate SCI was 0 in 2014; Malta 
imported no crude oil, natural gas or hard coal while Cyprus imported some hard coal but 
it was coming from the EU. For Estonia, the SCI is rather high although domestically 
produced oil shale has a dominant role in the country's energy mix; however, this solid 
fuel is not taken into account by the formula calculating the SCI. 


SoS2: Supplier concentration index - aggregate [0-100] 
extra-EEA 
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Figure 3.1.7: Aggregate supplier concentration index (Source: European Commission 
services calculations, based on Eurostat) 


In 11 Member States, the level of the aggregate SCI decreased between 2005 and 2014, 
suggesting an improvement in energy security. Croatia, Latvia and Luxemburg showed 
the biggest decreases. In case of Croatia, this was helped by lower crude oil imports and 
more diversified gas imports (in 2014, all gas imports were reported to come from other 
Member States). For Latvia, Russia remained the dominant supplier of gas and hard coal 
(the country imports no crude oil) but the share of these fuels has fallen in the energy mix 
and, furthermore, gas imports were well below consumption in 2014, Luxembourg 


° Presumably because of decreasing stocks. 
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improved the diversification of both gas^ and hard coal imports (the country imports no 
crude oil). 


In 16 Member States, the level of the aggregate SCI grew between 2005 and 2014, a 
potential sign of increased vulnerability. Hungary saw the biggest increase, driven by a 
worsening diversification of gas supplies: in 2014, practically all gas imports arrived 
from Russia while in 2005 gas imports were also reported from western European and 
central Asian countries. The aggregate SCI also increased to a relatively great extent in 
the case of Austria, Ireland and Spain. 


Figure 3.1.8 depicts the aggregate supplier concentration index in 2014 with three 
different methodologies: considering both intra- and extra-EU trade, considering only 
extra-EU trade and considering only extra-EEA trade. As can be seen, for most Member 
States the results are very similar but for those countries which rely on intra-EU and/or 
Norwegian supplies to a considerable extent, especially in Northwest Europe, there can 
be significant differences. 


S0S2: Supplier concentration index - aggregate [0-100] 
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Figure 3.1.8: Aggregate supplier concentration index in 2014: a comparative view of 
SCI calculations considering the intra & extra-EU trade, extra-EU only and extra-EEA 
only (Source: European Commission services calculations, based on Eurostat) 


In case of natural gas, gas, the supplier concentration index for the EU increased from 7.6 
in 2005 to 8.8 in 2014. 


SoS2-A1: Supplier concentration index - natural gas [0-100] 
extra-EEA 
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% In 2005, the source of all gas import of Luxembourg was "not specified"; in 2014, the biggest part was 
reported to come from Norway. 
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Figure 3.1.9: Supplier concentration index for natural gas (Source: European 
Commission services calculations, based on Eurostat) 


In 11 Member States, the gas SCI has decreased, with the biggest improvements 
observed in Luxembourg, Latvia, Slovenia and Greece. As mentioned above, in 2005 all 
of Luxembourg's gas imports were reported as "not specified" so it is difficult to verify 
whether supply diversification has really improved. For Latvia, Russia remained the only 
supplier but imports were well below consumption in 2014. The share of Russia in 
Slovenia's imports has significantly decreased in the period, with the majority of 2014 
imports arriving from other Member States. In case of Greece, pipeline imports from 
Turkey? and higher LNG imports allowed the country to reach a lower SCI. Lithuania's 
LNG terminal was brought online at the end of 2014 so LNG imports from Norway had a 
small impact on the 2014 SCI figure. 


The gas SCI increased in ten Member States, with particularly big increases observed in 
Austria, Hungary and Spain. In the case of Austria, this might be an issue related to 
statistical declaration: in 2014, all gas imports were reported as "not specified". In 2014, 
Hungary reported practically all gas imports coming from Russia while in 2005 gas 
imports were also reported from western European and central Asian countries. Spain 
continued to import gas from numerous sources but the share of the largest supplier, 
Algeria, has significantly increased, reaching nearly 60 96 in 2014. 66 


Sources of gas imports by pipeline are rather limited but LNG provides a real opportunity 
for import diversification, as it was highlighted in the Commission's LNG and storage 
strategy adopted in February 2016.9" Cargoes of LNG are available from a wide variety 
of different supplier countries worldwide; therefore, LNG can give a real boost to the 
EU's diversity of gas supply and hence greatly improve energy security. In 2015, LNG 
was arriving from 7 supplying countries to 20 terminals in 10 Member States. 


The SCI for crude oil and NGL has been rather stable in the last decade: it was 9.8 in 
2005 and 9.6 in 2014. 


SoS2-A2: Supplier concentration index - Crude oil and NGL [0-100] 
extra-EEA 
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Š Presumably this is mostly gas of Russian origin. 

°° Furthermore, in 2014 net imports of Spain well exceeded consumption (presumably related to increasing 
stock levels). 

€ COM(2016) 49 final 

$5 Including Poland (the Świnoujście terminal received its first cargo in December) but without small-scale, 
off-grid terminals 
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Figure 3.1.10: Supplier concentration index for crude oil and NGL (Source: European 
Commission services calculations, based on Eurostat) 


In 11 Member States, the oil SCI has decreased. Croatia recorded the biggest decrease 
which was facilitated by a better diversification of imports: the share of Russia from total 
imports decreased from 86 % in 2005 to 56 % in 2014 and several new suppliers 
appeared. 


In the other 11 crude oil-importing Member States the oil SCI increased. The biggest 
increase was observed in Bulgaria: in 2014, all crude oil imports to the country arrived 
from Russia while in 2005 Kazakhstan was also a crude oil supplier. 


The EU's SCI for hard coal has more than doubled from 5.3 in 2005 to 11.1 in 2014. 


SoS2-A3: Supplier concentration index - Hard coal [0-100] 
extra-EEA 


EU28. BE BG CZ DK DE EE IE EL ES FR HR IT. CY LV LIT lU m MT "g aT PL PT RO SI SK A s u 


Figure 3.1.11: Supplier concentration index for hard coal (Source: European 
Commission services calculations, based on Eurostat) 


In eight Member States, the hard coal SCI has decreased. In Cyprus, the value of the 
indicator decreased from 100 to 0 as imports from Ukraine were replaced by imports 
from Greece. Latvia also showed a sizable improvement, helped by a decreasing share of 
Russia in total imports. 


In most Member States (19), the value of the hard coal SCI increased, with the biggest 
increases in Croatia, Ireland, the Netherlands and Portugal. Croatia had a well-diversified 
hard coal import portfolio in 2005 but in 2014 Russia was the dominant supplier, with a 
90 % share. For Ireland and Portugal, Columbia became a dominant supplier in 2014 
with a market share of 79 % and 88 96, respectively. In case of the Netherlands, reporting 


issues seem to distort the SCL” 


© Significant volumes of hard coal are transited through the Netherlands to Germany which appear in 
Dutch imports in 2014. 
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3.1.3. SECURITY OF GAS SUPPLY 


S3: N-1 formula for gas infrastructure — it measures the ability of the gas 
infrastructure of a country to satisfy, in the event of a disruption of the single largest gas 
infrastructure, total gas demand during a day of exceptionally high gas demand occurring 
with a statistical probability of once in 20 years, expressed as a percentage of that 
demand. Annex I of the security of gas supply regulation? specifies the calculation of the 
formula. 


From all energy sources, natural gas is the one which generates most concern about 
security of supply, not least because its important role in the heating of homes and the 
disruptions experienced in recent years. In particular, the disruption resulting from the 
gas dispute between Russia and Ukraine in early 2009 left several consumers, mainly in 
south-east Europe, without gas at the peak of the heating season." An established 
indicator for measuring the adequacy of the infrastructure of a Member State to face a 
gas supply disruption is the so-called N-1 formula. 


Article 6 of the security of gas supply regulation requires Member States to meet the "N- 
] rule" from 3 December 2014. In other words, they have to ensure that, if the single 
largest gas infrastructure fails, the capacity of the remaining infrastructure is able to 
satisfy total gas demand during a day of exceptionally high gas demand occurring with a 
statistical probability of once in 20 years. This condition is met if the value of the N-1 
indicator is equal to or above 100 96. 


It is also possible to fulfil the N-1 rule on a regional level if relevant Member States 
establish a joint preventive action plan. Alternatively, the Member State can demonstrate 
that a supply disruption may be sufficiently compensated for, in a timely manner, by 
appropriate market-based demand-side measures. 


Figure 3.12 shows the latest available data regarding Member States' compliance with the 
N-1 rule. According to this, five Member States had an N-1 value of less than 100 %: 
Bulgaria, Luxembourg, Portugal, Slovenia and Sweden. However, Luxembourg, 
Slovenia and Sweden have a derogation from complying with the N-1 rule. 


In more than half of the Member States the value of the indicator increased since 2009. 
There have been notable improvements in some countries helped by specific 
infrastructure projects. Lithuania had been non-compliant with the N-1 rule until 2014 
but the inauguration of the Klaipeda LNG terminal increased the value of the indicator to 
117 %. New pipeline interconnections helped countries in central eastern Europe 
(Austria, the Czech Republic, Hungary and Slovakia) to reach a significant improvement 
in the N-1 value. 


7 Regulation (EU) No 994/2010 of the European Parliament and of the Council of 20 October 2010 
concerning measures to safeguard security of gas supply and repealing Council Directive 2004/67/EC 
7! http;//europa.eu/rapid/press-release IP-09-30 en.htm 


42 


SoS3: N-1 rule for gas [96] 


olute change 2009-2016 
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Notes: Finland complies with the N-1 rule using demand-side measures; Ireland complies with 
the N-1 rule at regional level (UK-IE); Luxembourg, Slovenia and Sweden have a derogation 
from the N-1 rule; the 2016 figure for the UK corresponds to the Gone Green Scenario; figures 
for BG, DK, EE, EL, ES, FR, HR, LV, LU, NL, PL, PT, RO, SK, SE are from 2014-2015, while 
for the other Member States the data is from the risk assessments submitted in 
September/October 2016 


Figure 3.1.12: Member States' position as regards the N-1 criteria (Source: Member 
States' risk assessments and preventive action plans) 


The second list of projects of common interest (PCIs) includes 77 gas projects, the 
realisation of which will help several Member States to further improve compliance with 
the N-1 rule. In fact, compliance with the N-1 rule is one of the benchmarks in the 
attribution of PCI status under the energy infrastructure regulation. 


During 2016, significant funds were allocated from the Connecting Europe Facility 
(CEF) to the interconnector linking gas networks in Romania, Bulgaria, Austria and 
Hungary and to the Balticconnector project, the first gas pipeline to link Estonia and 
Finland. 


The N-1 infrastructure standard is a crucial indicator to test whether the entry capacities 
into a country's gas transmission system are sufficiently balanced and are not overly- 
concentrated on a single pipeline or a single underground gas storage facility. On the 
other hand, it has some limitations: it does not take possible bottlenecks in a country's 
internal gas network into account and it is solely based on capacities (the existence of 
such capacities does not guarantee the availability of gas in a crisis). Regarding the latter, 
the N-1 rule is complemented by another standard (the so-called supply standard) that 
focuses on ensuring the availability of the commodity even under very extreme 
conditions such as exceptionally high gas demand situations or, also, the disruption of the 
single largest infrastructure. 


In the context of the recent review of the security of gas supply regulation, the 
Commission examined the validity of the N-1 standard. Some of the limitations are 
addressed by the Commission's proposal to revise the regulation”: according to this, 
Member States would have to submit a simulation of the N-1 scenario with a hydraulic 


7? Regulation (EU) No 347/2013 of the European Parliament and of the Council of 17 April 2013 on 
guidelines for trans-European energy infrastructure and repealing Decision No 1364/2006/EC and 
amending Regulations (EC) No 713/2009, (EC) No 714/2009 and (EC) No 715/2009 

? COM(2016) 52 final 
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model (this should reveal if, for example, there is a bottleneck within the country) and 
calculate the N-1 formula with both 30 % and 100 % storage levels (lower storage levels 
usually entail lower storage withdrawal rates). 
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3.2. A FULLY INTEGRATED INTERNAL ENERGY MARKET 


Key points 


e Important new electricity interconnections were put into operation in 2015. In 
the case of Malta, the interconnection level jumped from 0 46 to 35 %, while for 
the three Baltic states it grew from 10 % to 23 %. Poland also increased its 
interconnection level (to 4 96), thanks to the LitPol Link. The indicator remains 
below the 10 % target in 11 Member States. 


e Based on ownership of generation capacity, concentration in the electricity 
generation market decreased over the last 10 years in practically all Member 
States, indicating an increase in the level of competition. In many countries, 
increasing wind and photovoltaic capacity facilitated the entry of new market 
players and less market concentration. Nevertheless, electricity generation 
remained highly concentrated in several countries, mainly those with relatively 
small markets. 


e In the case of gas, market concentration measured at the level of upstream 
sourcing companies increased in the last few years in about half of the Member 
States. On the other hand, some Baltic and central European countries showed a 
marked improvement, helped by better import diversification. In 2015, only five 
Member States had a concentration index under the threshold set in the ACER 
target model" for a well-functioning gas market. In general, Member States with 
well-functioning hubs and/or those that benefit from varied supply sources exhibit 
low market concentration. 


e Wholesale electricity prices fell in most Member States between 2013 and 2015, 
largely because of falling coal and gas prices, the gradual penetration of 
renewables in the power sector and subdued demand. Regional differences 
remained significant, with prices highest in the UK and southern Europe and 
lowest in the Scandinavian countries. Varying electricity mixes and national 
regulations, the availability of interconnections and bottlenecks in trading explain 
most of the differences. 


e Wholesale gas prices fell in all Member States between 2013 and 2015 on the 
back of relatively weak demand, oversupply in the main regional markets, low oil 
prices and steady LNG imports. In contrast to electricity, there was a clear 
convergence of national prices, facilitated by lower oil prices, which allowed oil- 
indexed prices to approximate north-west European hub prices. In the case of 
Lithuania, the LNG terminal helped to reduce import prices. 


e Unlike wholesale prices, retail prices of gas and electricity generally rose in the 
last five years. In the case of electricity, this was partly due to the increasing tax 
component. The tax component in the retail price of the main oil products also 
grew. 


e A market performance indicator measuring consumers’ perceptions of the 
functioning of retail markets shows average results for gas and below-average 
results for electricity markets. In most Member States, the indicator improved for 
both electricity and gas from 2010. 


European gas target model review and update, January 2015; 
http://www.acer.europa.eu/events/presentation-of-acer-gas-target-model- 
/documents/european %20gas %20target%20model%20review%20and%20update.pdf 
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e Italy, Finland and Sweden achieved a full roll-out of electricity smart meters and 
about half of households in Estonia, Spain, Denmark and Malta are equipped with 
such meters. As regards penetration rates for gas smart meters, only the 
Netherlands has made significant progress (almost 30 % of households). 


e Energy expenditure as a proportion of total consumption expenditure increased 
for the poorest households in the majority of Member States over the last decade, 
indicating that energy affordability has become a more significant issue. At EU 
level, the indicator rose from 7.1 96 in 2005 to 8.6 % in 2014. A growing 
proportion of low-income households (23 96 in 2015) do not have sufficient 
financial means to heat their homes adequately. 


The Energy Union strategy envisages a fully integrated continent-wide energy system 
where energy flows freely across borders, based on competition and the best possible use 
of resources, and with effective regulation of energy markets at EU level where 
necessary. Furthermore, the vision is of an Energy Union with citizens at its core, where 
citizens take ownership of the energy transition, benefit from new technologies to reduce 
their bills, participate actively in the market, and where vulnerable consumers are 
protected. 


In order for the internal energy market to work properly, cross-border connections have 
to be enhanced, and the remaining energy islands have to be eliminated. In addition, a 
well-functioning internal energy market needs an effective regulatory framework. 
Existing energy and related legislation, in particular the 3rd internal energy market 
package, have to be fully implemented and strictly enforced. The proposal on the new 
electricity market design adopted on 30 November 2016 aims to improve the functioning 
of the internal electricity market in order to allow electricity to move freely to where and 
when it is most needed, reap maximum benefits for society from cross-border 
competition and provide the right signals and incentives to drive the right investments, 
while fully integrating increasing shares of renewable energies. ° 


In addition to leading to more competition, increased choice and affordable prices for 
consumers, the completion of the internal energy market is a key driver of energy 
security. 


3.2.1. ELECTRICITY INTERCONNECTION 


Well interconnected infrastructure is a key condition for a fully integrated and 
competitive internal market. Insufficient interconnections impede competition, add to the 
costs faced by consumers and create vulnerability in terms of energy security. 
Connecting Europe's electricity systems would also allow the integration of more 
renewable energy as surplus electricity produced in one country could be used in another 
country with a high demand. 


IM1: Electricity interconnection — the electricity interconnection capacity of a given 
Member State, divided by its total generation capacity. 


7? COM(2016) 861 final, COM(2016) 862 final, COM(2016) 863 final, COM(2016) 864 final 
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For electricity, the European Council of March 2002 called for all Member States to 
achieve interconnection levels of at least 10 96 of their installed generation capacity ^; 
this objective was reinforced in October 2014 with a deadline of 2020." This means that 
each Member State should have in place electricity cables that allow at least 10 96 of the 
electricity that can be produced by their power plants to be transported across its borders 
to neighbouring countries. The necessary measures to achieve this 10 % target by 2020 
were set out in a communication ° presented with the Energy Union strategy. The 
conclusions of the European Council of October 2014 made also reference to an 
objective of arriving at a 15 96 target by 2030. The projects of common interest are the 
key European tool to achieve the target. 


Compared to 2014, 12 Member States recorded an improvement in terms of electricity 
interconnection. For Malta, the value of the indicator increased from 0 % to 35 % after 
the inauguration of the Malta-Italy Interconnector in April 2015, thereby putting an end 
to the isolation of the Maltese electricity grid from the rest of Europe. In case of the three 
Baltic states, the interconnection level grew from 10 % to 23 %, helped by the 
commissioning of new interconnections linking Lithuania with Poland (LitPol) and 
Sweden (Nordbalt) in December 2015. Improvements were also seen in Poland and 
Spain but both countries remained below the 10 % target. Poland doubled its 
interconnection capacity to 4 96 thanks to the LitPol Link. Similarly, Spain almost 
doubled its interconnection capacity with France as a result of the INELFE 
interconnector. 


IM1 - Electricity interconnection (10% target 2020) 


Note: The three Baltic states (Estonia, Latvia and Lithuania) are not yet synchronised 
with the European grid and are therefore treated as one entity. The value of 23 96 for the 
three Baltic States refers to the interconnectivity of the entire Baltic zone with the 
European electricity market; the interconnectivity between the individual countries is 
higher. 


Figure 3.2.1: Electricity interconnection (Source: ENTSO-E) 


According to the latest data, 11 Member States are insufficiently connected with the EU 
electricity market. These are: Bulgaria, Cyprus, France, Germany, Ireland, Italy, Poland, 
Portugal, Romania, Spain and the UK. In the case of Cyprus, the country's geographical 
position clearly makes reaching the 10 % target difficult. The implementation of further 
electricity-related projects of common interest in the coming years — including those 


76 SN 100/1/02 REV 1 
™ BUCO 169/14 
78 COM(2015) 82 final 


47 


between Belgium and the UK (already under construction), France and Spain, Cyprus 
and Greece — will help most of these countries to reach the 10 % target. 


Depending on the geographical position of a country and its energy mix, for example the 
weight of renewables in it, achieving the required 10 % minimum may not be enough. 
Therefore, in 2016 the Commission has set up an expert group to provide technical 
advice on how to break down the 15 % electricity interconnection target by 2030 into 
regional, country and/or border interconnection targets, while taking costs into account.” 
The group had its first meeting in October 2016. 


3.2.2. MARKET CONCENTRATION 


Market concentration indices provide information about the relative share of market 
players in a given market and hence they are indicative of the degree of competition. The 
lower the value of a market concentration index, the higher the degree of potential 
competition is. In general, markets with higher levels of competition (i.e. lower 
concentration indices) show a lower price level than markets dominated by one or few 
players. 


There are various indicators measuring market concentration, with different advantages 
and drawbacks. In order to give a balanced picture, we present the development of 
several different indices, both for electricity and gas markets. We monitor market 
concentration at Member State level but obviously the size of a country will strongly 
influence the level of market concentration: small, unconnected markets are not likely to 
support a large number of suppliers. 


IM2: Market concentration index for power generation — this indicator is based on 
the Herfindahl-Hirschman Index (HHI) and is defined as the sum of the squared market 
shares of the three largest electricity generation companies measured in percentages of 
total installed capacity, with 10,000 corresponding to a monopoly. 


In practically all Member States (the only exception is Slovenia ?), the market 
concentration index for power generation has decreased between 2005 and 2015, 
indicating an increase in the level of competition. The most significant decreases in 
concentration levels were observed in Greece, Belgium, and Croatia. In Greece, the share 
of the main generator from total installed capacity has fallen from 89 % in 2005 to 58 96 
in 2015. In Belgium, the share of the main generator decreased from 80 % to 56 % while 
in Croatia, the share of the main generator decreased from 100 % to 85 % in the same 
period. In many countries, increasing wind and photovoltaic capacity facilitated the entry 
of new market players and the decrease in market concentration. 


In spite of the decreasing trend, in ten Member States the index remains above 5000. 
These are typically small countries (with the highest levels of concentration in Cyprus, 
Estonia, Croatia, Latvia and Malta) but they also include France where one company 
controlled 77 96 of the installed generation capacity in 2015. 


7? Commission Decision of 9 March 2016 setting-up a Commission expert group on electricity 
interconnection targets (2016/C 94/02) 
° In Slovenia, the largest generator slightly increased its market share between 2005 and 2015 
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IM2: Market concentration index for power generation 
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Note: the index for the EU is the average of the Member State indices 


Figure 3.2.2: Market concentration index for power generation (Source: EC services 
based on Platts PowerVision) 


IM2-A1: Cumulative Market Share Power Capacities, Main Entities — the combined 
share from total generation capacity of the electricity generating companies having a 
share of more than 5 % of national electricity generation. 


In the majority of Member States (19), the value of the indicator decreased between 2006 
and 2014, suggesting that smaller companies (those with less than 5 % market share) 
represent an increasing share of generation capacity. Italy, Latvia and Greece showed the 
biggest decreases in this period. Again, the penetration of wind and photovoltaic 
generation facilitated the entry of new market players and the decrease in market 
concentration in many Member States. 


On the other hand, the UK, Austria and Germany saw sizable increases of this indicator. 


IM2-A1: Cumulative Market Share Power Capacities, Main Entities 


N a 


BG CZ DK DE HU MT NL 


BE EE IE EL ES FR HR IT CY IV LIT IU AT PL PT RO SI SK F SE 
2006 o: 2007-2014 


Figure 3.2.3: Cumulative Market Share Power Capacities, Main Entities (Source: 
Eurostat - Electricity market indicators) 


IM2-A2: Cumulative Market Share Power Generation, Main Entities — the 
combined market share of the electricity generating companies having a share of more 
than 5 46 of national electricity generation. 


Unlike IM2 and IM2-A1, this indicator is not based on capacity but on actual electricity 
generation. As many generators do not operate at their full capacity all the time, the 
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difference between electricity generation capacity and electricity generation can be 
significant. Nuclear and coal-fired plants typically run at full capacity, producing 
baseload electricity; for variable renewables (wind and solar), on the other hand, the 
utilisation of generation capacity may be rather volatile. 


In 20 Member States, the value of this indicator decreased between 2006 and 2014, 
showing that smaller companies (those with less than 5 % market share) have an 
increasing role in power generation. Italy, Greece and Lithuania showed the biggest 
decreases in absolute value. In many Member States, the penetration of wind and 
photovoltaic generation facilitated the entry of new, relatively small market players. 


At the other end of the spectrum, the value of the index increased perceivably in the UK 
and Ireland. 


IM2-A2: Cumulative Market Share Power Generation, Main Entities 
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Figure 3.2.4: Cumulative Market Share Power Generation, Main Entities (Source: 
Eurostat - Electricity market indicators) 


IM3: Market concentration index for wholesale gas supply — this indicator is based 
on the Herfindahl-Hirschman Index (HHI) and is defined as the sum of the squared 
market shares of each wholesale gas supply company measured in percentages of total 
wholesale gas supply, with 10,000 corresponding to a monopoly.*! 


This index published by ACER measures market concentration at the level of upstream 
sourcing companies supplying gas to a given Member State. Thus, in addition to 
considering geographical diversification, this indicator also takes into account 
diversification at supplier company level. In general, Member States with well- 
functioning hubs and/or those that benefit from varied supply sources exhibit low HHI 
values. 


According to ACER, the threshold for a well-functioning market is 2000. In 2015, only 
five Member States (Belgium, Ireland, Luxembourg, Sweden and the UK) had a 
concentration index under this threshold. These are countries largely relying on gas from 
the North Sea, a region characterised by a high number of gas producers and some of 
them can also source LNG. In turn, countries relying on Europe's largest gas supplier, 
Russia, will inevitably have a higher concentration index as this practically means 
dependence on a single company. 


*! See the detailed calculation methodology in Annex 1 of the gas wholesale market volume of ACER's 
2015 Market Monitoring Report; 
http://www.acer.europa.eu/Official documents/Acts of the Agency/Publication/ ACER?26 20Market96 
20Monitoring %20Report%202015%20-%20GAS .pdf 
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Between 2011 and 2015, ten Member States experienced a decrease in the concentration 
index, with the biggest improvements in Estonia, the Czech Republic and Lithuania. The 
Czech Republic gradually reduced its dependence on Russia and increased imports from 
other sources, in particular Norway. In case of the two Baltic States, the decrease was 
clearly facilitated by the inauguration of the LNG importing facility in Klaipeda 
(Lithuania). Latvia has apparently not taken advantage of this diversification option and 
remained fully dependent on Gazprom. 


In 14 Member States, the concentration index increased between 2011 and 2015. 
Hungary, Slovenia and Bulgaria saw the biggest increases, presumably driven by a 
growing reliance on Russian gas and/or dwindling domestic gas production." ACER 
argues that in Hungary the impact of the nationalisation policy also contributed to a 
higher HHI index. 


The index also increased for Mediterranean countries; according to ACER, this is 
explained by a comparative decline in LNG import volumes and the result of demand 
decline in recent years, combined with the obligation to honour legacy long-term gas 
supply contracts. 


IM3: Market concentration index for wholesale gas supply 
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Figure 3.2.5: Market concentration index for wholesale gas supply (Source: ACER) 


IM3-A1: Cumulative market share of main entities bringing gas in the country — the 
combined market share of the gas importers with a market share of 5 % or more 


This indicator shows that smaller companies (those with less than 5 % market share) play 
a relatively small role in the wholesale gas markets of most Member States. In 15 of the 
23 Member States for which data 1s available, "main entities" covered more than 90 % of 
the market in 2014. 


In nine Member States, the value of this indicator decreased between 2010 and 2014, 
suggesting that smaller companies gained ground. This trend is most visible in Spain and 
Belgium. 


In eight Member States, the cumulative market share of main entities increased, with the 
biggest increase observed in Italy. 


°2 As explained in footnote 152 of the gas wholesale market volume of ACER's 2015 Market Monitoring 
Report, in the case of Hungary and Slovenia the increase may be caused by methodological reasons; 
http://www.acer.europa.eu/Official_documents/Acts_of_the_Agency/Publication/ACER%20Market% 
20Monitoring %20Report%202015%20-%20GAS .pdf 
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IM3-A1: Cumulative market share of main entities bringing gas in the country 
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Figure 3.2.6: Cumulative market share of main entities bringing gas in the country 
(Source: Eurostat - Natural gas market indicators) 


3.2.3. WHOLESALE PRICES 


The development of wholesale energy prices in Europe is largely dependent on global 
price trends. This is particularly the case for gas, most of which is imported from third 
countries. In case of electricity, extra-EU imports are rather small but power generation is 
often based on imported fossil fuels so global prices will obviously have an impact. 


In addition, the level of competition also influences wholesale prices: markets with 
stronger competition generally show a lower price level than markets characterised by a 
dominant player. The availability of interconnection capacities can also have an impact 
on the wholesale prices in individual Member States: in the absence of sufficient cross- 
border interconnector capacities, regional prices can vary significantly. 


With the completion of the internal market, as physical, legal and other obstacles to 
cross-border energy flows are eliminated, one can also expect a convergence of 
wholesale prices across Europe. 


In case of electricity, prices are also impacted by the national electricity mix (the fuels 
used as an input). In particular, the share of renewable electricity, notably wind and PV, 
has a strong influence on the wholesale price development. National regulation, for 
example renewable support schemes or carbon taxes can also have a noticeable impact. 


IM4: Wholesale electricity prices — annual average electricity price at the national 
power exchanges or the annual average of prices in bidding zones. 


Largely driven by falling coal and gas prices, the gradual penetration of low marginal 
cost renewables into the power sector and subdued demand due to energy efficiency 
measures, wholesale electricity prices decreased in most Member States (in 18 out of the 
23 countries for which prices are available) between 2013 and 2015. 


In 2015, the three Nordic countries had the lowest prices, facilitated by a high share of 
renewables (hydro in Finland and Sweden, biomass in Finland and wind in Denmark) 
and nuclear (in Finland and Sweden) in the electricity mix. The UK had the highest price, 
followed by four Mediterranean countries (Greece, Italy, Spain and Portugal). Wholesale 
electricity prices in the UK are largely impacted by the carbon price floor imposed on 
fossil fuels used for generating electricity, the closure of several coal-fired plants in 
recent years and the limited level of electricity interconnections with continental Europe. 
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Ireland, Sweden and Denmark experienced the most significant decreases in the 
wholesale electricity price between 2013 and 2015 while in Greece, Portugal and Spain 
prices showed a noticeable increase in the same period. As a result, we have seen a 
diverging trend: the difference between the highest and the lowest price increased from 
32 €/MWh in 2013 to 34 €/MWh in 2015.9 (In 2016, however, wholesale electricity 
prices continued their long-term convergence.) 


IM4: Wholesale electricity prices 
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Note: EU28 is the weighted average of Member States' prices 


Figure 3.2.7: Wholesale electricity prices (Source: Platts, European power exchanges) 


IMS5: Wholesale gas prices — average annual price at national gas hubs, or — in the 
absence of such data — estimated average border price of imported gas, based on customs 
data. 


Between 2013 and 2015, gas wholesale prices decreased in all Member States as 
relatively weak demand, oversupply in the main regional markets, low oil prices and 
steady LNG imports put pressure on European gas prices. The extent of the price 
decrease varied between 14 % and 33 %. 


In absolute value, prices decreased the most in Croatia, Lithuania and Greece. Croatia 
had the highest estimated border price in 2013 and, in spite of the significant decrease, 
the wholesale price remained one of the highest in Europe, on par with the Baltic states. 
In Lithuania, the new LNG terminal facilitated the diversification of import sources and 
the reduction of prices. In the case of Greece, the development of estimated border 
prices suggests that during 2015 the pricing of Russian gas shifted from oil-indexation 
towards hub-based pricing. 


While Slovakia experienced the smallest decrease (in absolute value), the Slovakian price 
remained under the EU average and was the lowest in Central Eastern Europe in 2015. 


Wholesale gas prices show a clear converging trend: the difference between the highest 
and the lowest price decreased from 15 €/MWh in 2013 to 9 €/MWh in 2015. The 
convergence was mainly driven by the lowering of the oil prices which allowed oil- 


55 The diverging trend is also confirmed by the standard deviation of wholesale gas prices which increased 
from 8.65 €/MWh in 2013 to 9.35 €/MWh in 2015. 

% The inauguration of the LNG terminal allowed Lithuania to renegotiate the contract with Gazprom and 
further discounts were granted. Apparently these discounts are not fully reflected in the estimated 
border prices. 


53 


indexed prices to approximate north-west European hub prices. Oil-indexed gas prices 
have a diminishing role in the European market: between 2005 and 2015, the share of gas 
priced under such a mechanism decreased from 78 % to 30 %.° However, oil-indexation 
continues to be the main pricing mechanism in certain regions, in particular the 
Mediterranean, south-east Europe and the Baltics. 


IM5: Wholesale gas prices 
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Note: hub prices for BE, DK, DE, FR, IT, NL, AT, PL, FI and UK; estimated border 
prices based on customs data for the other countries. EU28 is the weighted average of 
Member States' prices 


Figure 3.2.8: Wholesale gas prices (Source: Platts, gas hubs, Eurostat) 


3.2.4. RETAIL MARKETS 


Effective competition in retail energy markets requires the participation of a sufficient 
number of suppliers, rewards for active consumer participation in the market in the form 
of monetary gains or better services, the awareness of consumers about their right to 
choose the supplier and simple, low-cost and fast switching processes. 


Switching rates are one element that can inform about the degree of competition and the 
empowerment of consumers on retail energy markets. In a well-functioning retail market, 
consumers can and do exercise the option of switching suppliers in order to benefit from 
better conditions (lower price and/or better services). In reality, the lack of trust in new 
suppliers and the perceived complexity of switching processes often discourage 
consumers from switching supplier, even if there are potential savings. 


IM6: Annual switching rates - electricity - household customers — the percentage of 
household electricity consumers changing suppliers in a given year. 


In 2015, on average 6.2 % of household consumers in the EU changed their electricity 
suppliers. This represents an increase compared to 20109 when this rate was 4.0 %. The 
rate increased in the majority of the Member States for which data are available. As there 
can be significant changes in the switching rate from one year to another, Figure 3.2.9 
also depicts the average switching rates observed in the 2009-2015 period. In general, 
consumers in countries with a longer liberalisation history are able to choose from a 


° International Gas Union Wholesale Gas Price Survey 2016 Edition 
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considerably larger number of offers and switching rates in such markets are higher than 
in markets which liberalised more recently. 


Portugal had the highest switching rate in 2015, with about a quarter of household 
consumers changing supplier in that year. Portugal is also the country with the biggest 
growth in this indicator: the switching rate increased from 2.1 % in 2009 to 26.6 % in 
2015. As ACER's market monitoring report explains, the high switching rates (for both 
electricity and gas) in Portugal "might be explained by the ongoing liberalisation process 
of retail energy markets in which, during the defined transition period, the NRA regulates 
a so-called ‘transitory tariff, which may include an optional surcharge, with the 
objective of promoting switching to a non-regulated tariff". Spain, Belgium, Italy, 
Slovenia and the Netherlands also experienced a noticeable increase of the switching rate 
between 2011 and 2015. 


At the same time, the switching rate decreased in a few countries; the biggest decreases 
were observed in Ireland and the UK. 


A handful of Member States continue to have a 0 % switching rate. In these countries, 
household consumers are not able to benefit from lower prices by switching to another 
electricity supplier. In certain cases consumers are allowed to switch but regulated prices 
provide no incentive to do so. 


IM6: Annual switching rates-electricity- household customers 
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Note: The switching rate for the EU is an arithmetic average of Member State's 
switching rates. 


Figure 3.2.9: Annual switching rates - electricity - household customers (Source: 
ACER/CEER) 


IM6-A1-Market performance indicator (MPD) retail electricity services — a 
composite index which indicates how well the retail electricity market performs, 
according to consumers. It takes into account five key aspects of consumer experience: 
comparability, trust, problems & detriment, expectations and choice. The five 
components of the index are weighted on the basis of their relative importance as stated 


*6http://www.acer.europa.eu/Official documents/Acts of the Agency/Publication/ACER 9620Market9620 
Monitoring9?620Report26202015 9620- 
%20ELECTRICITY%20AND%20GAS%20RETAIL%20MARKETS. pdf 
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by consumers. The maximum total score is 100; a high MPI score indicates good market 
performance." 


The 2015 survey covered 29 different service markets and the retail electricity market 
was ranked well below average, on the 26^ place with an MPI score of 75.3 (the average 
of all service sectors was 78.6). On a scale of 1 to 10, choice (consumers' satisfaction 
with the number of suppliers) had a score of 6.9. 


There are considerable differences among Member States: in 2015, the MPI values for 
the retail electricity market ranged from 51.8 to 85.9. For 24 Member States, the MPI 
exceeded 70 and for 11 of them it was above 80. The results show that this market 
performs relatively well in western and northern Europe while scores are below average 
in southern and eastern Europe. 


Between 2010 and 2015, the MPI for the retail electricity market increased from 72.6 to 
75.3, indicating a slight improvement in the perception of consumers." The countries 
with the biggest improvement were Malta, Hungary, Sweden and France. On the other 
hand, the MPI value decreased for seven Member States, with the biggest decreases in 
Spain and Bulgaria. 


IM6-A1-Market performance indicator (MPI), retail electricity services 


N o 00 in ~ _ ~ o in o E c o o N E c tn in 2 
N e f 0 M ~ 7 - r: " S o i : i = n D c D i g o " 0 d 


kuas BE BG CZ DK DE EE IE EL ES FR HR CY w LIT LU m Mr "ü AT PL PT RO SE u 


Note: the 2010 MPI for the EU refers to EU-27 (without Croatia) 


Figure 3.2.10: Market performance indicator (MPI), retail electricity services (Source: 
Consumer Market Monitoring Surveys carried out by the Directorate-General for Justice 
and Consumers (DG JUST), European Commission) 


IM6-A2 Share of household customers with electricity smart meters — the indicator 
is the ratio between the number of customers having electricity smart meters and the 
total number of customers. 


The third energy package requires Member States to ensure the implementation of 
intelligent metering systems for the long-term benefit of consumers. Currently, 17 
Member States have set minimal technical requirements for electricity smart meters. 


7 See the detailed methodology and the detailed results of the survey at 


http://ec.europa.eu/consumers/consumer_evidence/consumer_scoreboards/market_monitoring/index_e 
n.htm 

** It should be noted that, over the years, there have been some changes in the methodology of the surveys 
which may distort the chronological comparison of the MPIs. 
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However, the smart meters' functionalities vary largely, mainly including the provision of 
information on household's consumption patterns and billing based on actual 
consumption (e.g. billing based on the actual consumption in the previous month rather 
than the average consumption in the previous year). 


Italy, Finland and Sweden already achieved a full roll-out and in Estonia, Spain, 
Denmark and Malta about half of household customers are already equipped with 
electricity smart meters. Lower penetration levels of smart meters are also reported in the 
Netherlands, Austria, Latvia, Poland, the UK, France and Romania”. 


IM6-A2-Share of household customers with electricity smart meters 
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Figure 3.2.11: Share of household consumers with electricity smart meters (Source: 
ACER/CEER) 


IM7: Annual switching rates - gas - household customers — the percentage of 
household gas consumers changing suppliers in a given year. 


In 2015, on average 7.0 % of household consumers in the EU changed their gas 
suppliers. This represents a significant increase compared to 2009 when this rate was 
2.5 %. The rate increased in about half of the Member States for which data is available. 
As there can be significant changes in the switching rate from one year to another, Figure 
3.2.12 also depicts the average switching rates observed in the 2009-2015 period. 
Similarly to electricity, consumers in countries with a longer liberalisation history can 
typically choose from a larger number of gas offers and switching rates in such markets 
are higher than in markets which liberalised more recently. 


Similarly to the electricity market, Portugal had the highest switching rate in 2015, with 
almost a quarter of household consumers changing supplier in that year, although this 
represents a decrease compared to the previous year.” In the 2009-2015 period, Ireland, 
Denmark and Belgium were the countries with the biggest growth in this indicator. 


At the same time, the switching rate decreased between 2009 and 2015 in a few countries 
including the UK. 


*? Based on the last ACER market monitoring report; 
http://www.acer.europa.eu/en/electricity/market%20monitoring/pages/default.aspx 


?)? In case of Portugal, data is not available for 2009-2013. 
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Six Member States (Bulgaria, Greece, Croatia, Latvia, Lithuania and Luxembourg) 
continue to have a 0 % switching rate. bi these countries, household consumers are not 
able or not interested to switch to another gas supplier. 


IM7: Annual switching rates -gas - household customers 
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Notes: switching rate for the EU is an arithmetic average of Member State's switching 
rates 


Figure 3.2.12: Annual switching rates - gas - household customers (Source: 
ACER/CEER) 


IM7-A1-Market performance indicator (MPI), retail gas services — a composite 
index which indicates how well the retail gas market performs, according to consumers. 
It takes into account five key aspects of consumer experience: comparability, trust, 
problems & detriment, expectations and choice. The five components of the index are 
weighted on the basis of their relative importance as stated by consumers. The maximum 
total score is 100; a high MPI score indicates good market performance.” 


From the 29 different service markets covered by the 2015 survey, the retail gas market 
was ranked on the 14" place with an MPI score of 78.1. This more or less corresponds to 
the average of all service sectors (78.6). On a scale of 1 to 10, choice (consumers' 
satisfaction with the number of suppliers) had a score of 7.1. 


In 2015, the MPI values for the retail gas market ranged from 68.7 to 86.6, a significantly 
narrower range than in the case of electricity. For all except one Member State, the MPI 
exceeded 70 and for 10 of them it was above 80. At regional level, the retail gas market 
scores higher than the EU average in the western region and lower than average in the 
southern region. 


Between 2010 and 2015, the MPI for the retail gas market increased from 73.6 to 78.1, 
indicating an improvement in the perception of consumers. The countries with the 
biggest improvement were Hungary, Austria, Germany and France. On the other hand, 
the MPI value decreased for five Member States, with the biggest decrease in Spain. 


In case of Greece, 2015 data is not yet available. 

See the detailed methodology and the detailed results of the survey at 
http://ec.europa.eu/consumers/consumer_evidence/consumer_scoreboards/market_monitoring/index_e 
n.htm 
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IM7-A1-Market performance indicator (MPI), retail gas services 
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Note: gas is not used in Cyprus and Malta; the 2010 MPI for the EU refers to EU-27 
(without Croatia); the 2015 survey did not cover Finland and Sweden 


Figure 3.2.13: Market performance indicator (MPI), retail gas services (Source: 
Consumer Market Monitoring Surveys carried out by the Directorate-General for Justice 
and Consumers (DG JUST), European Commission) 


IM7-A2 Share of households' customers with gas smart meters — the indicator is the 
ratio between the number of customers having gas smart meters and the total number of 
customers. 


The market uptake of gas smart meters is limited to only a few Member States. 
Currently, only the Netherlands seem to have made significant progress in the 
deployment of gas smart meters (29.8 % penetration rate in households in 2015); this is 
also the case, but to a lesser extent in the United Kingdom (3.6 % penetration rate in 
2015). 


3.2.5. ENERGY AFFORDABILITY 


Energy is an important part of household expenditure: in 2014, EU households spent on 
average 1300 euros on domestic energy products, equivalent to almost 6 % of their total 
expenditure. This share was higher for low-income households: they spend 
proportionally more on energy products than the average. This provides a good reason to 
focus on low income households when analysing expenditures on energy from an 
affordability perspective. 


IMS: Energy affordability — the share of domestic energy expenditure" in final 
consumption expenditure for the lowest quintile — the share of energy related 
expenditure in total household expenditure for the poorest 20 96 of the population. The 
indicator is based on the Household Budget Survey (HBS) undertaken by Eurostat, for 
which expenditure data are collected every 5 years. DG Energy jointly worked with 
national statistical institutes and Eurostat on an ad-hoc data collection to gather all the 
necessary information to complete the series of energy affordability. 


23 The following energy products were taken into account for analysing the energy related expenditure of 
households: electricity, gas, liquid fuels (mainly heating oil), solid fuels and heat energy (primarily 
meaning district heating). Transport fuels were not included. 
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It should be pointed out that this indicator is likely to under-estimate energy poverty as, 
due to financial constraints, many low-income households cannot afford to consume the 
necessary amount of energy to heat (or cool) their homes to an adequate temperature. 


The available data indicates an increase in the share of energy expenditure in total 
consumption expenditure for the poorest households over the last decade: the value of the 
indicator increased at the EU28 level from 7.1 96 in 2005 to 8.6 96 in 2014. There has 
been an increase in 19 Member States, with the biggest increases observed in Lithuania, 
the UK and Latvia. The share of energy expenditure decreased in six Member States; 
Slovakia showed the biggest improvement but it still had the highest share in the EU in 
2014. 


The share of energy in total household expenditure was significantly higher for the 
lowest income quintile (8.6 96) than for the entirety of households (5.8 96) in 2014. 


IM8: Energy affordability - energy expenditure share in final consumption expenditure forthe lowest quintile 
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Note: because of data availability, the observed periods are different: BE 2005-2014, BG 
2005-2014, CZ 2005-2014, DK 2005-2014, DE 2003-2013, EE 2010-2012, IE 2005- 
2010, EL 2008-2014, ES 2006-2014, FR 2006-2011, HR -, IT only 2014, CY 2003-2009, 
LV 2005-2014, LT 2005-2012, LU 2005-2013, HU 2005-2014, MT only 2006, NL 2004- 
2013, AT 2005-2010, PL 2005-2014, PT 2005-2010, RO 2005-2014, SI 2005-2012, SK 
2005-2014, FI 2006-2012, SE 2005-2012, UK 2005-2014 


Figure 3.2.14: Energy affordability - energy expenditure share in final consumption 
expenditure for the lowest quintile (Source: DG ENER ad-hoc data collection across 
national statistics institutes — with Eurostat support — on household budget survey) 


IM8-A1: Harmonised index of consumer prices (HICP) - electricity, gas and other 
fuels' weight into total household expenditure’ — HICP measures the change over 
time of the prices of consumer goods and services acquired by households. Weighted 
HICP for electricity, gas and other fuels indicate the relative importance of the energy 
expenditure in total household expenditure. 


Unlike IMS, this indicator is based on the consumption of the whole population, not just 
the poorest households. 


?' Transport fuels are excluded. 


60 


There is a significant variation across the EU in the value of this indicator, driven by 
income (higher income typically mean a lower share of energy expenditure) and climate 
(warmer climate also induces a lower share of energy expenditure). 


Between 2005 and 2015, the weight of energy products increased from 5.0 96 to 6.3 % in 
the harmonised index of consumer prices, indicating an increasing share of energy in 
households' expenditure. In the last few years (since 2012) the weight shows a decreasing 
trend, helped by falling energy prices. In fact, the fall in energy prices create downward 
pressure on the overall price level, adding to deflationary risk. 


2] Member States showcased an increase between 2005 and 2015; the biggest increases 
were seen in Croatia and Estonia. On the other hand, in seven Member States the weight 
of energy products decreased, with a prominent decline in Romania. 


IM8-A1: Harmonised index of consumer prices - electricity, gas and other fuels weight into total household expenditure 
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Figure 3.2.15: Harmonised index of consumer prices - electricity, gas and other fuels 
weight into total household expenditure (Source: Eurostat HCIP item weights) 


IMS8-A2 Inability to keep home adequately warm (share in total population at risk 
of poverty) — the share of low income households (those being below 60 % of the 
median national income) that cannot afford to keep their homes adequately warm. 


Keeping homes adequately warm is essential for the quality of living; hence space 
heating is of particular importance from an affordability perspective.” As Figure 3.2.15 
shows, Member States show a large diversity regarding the share of those low income 
households that cannot afford to keep their homes adequately warm. In 2015, the share of 
such households in the EU was 23 46 on average, ranging from 2 % in Sweden to 67 % in 
Bulgaria. Inability to keep homes adequately warm is not necessarily a question of 
financial means but also of the housing stock: homes may be cold because of poor energy 
performance (i.e. poor thermal insulation). 


Over the last decade, there have been significant changes in many Member States in the 


share of such households. In Belgium, Bulgaria, Latvia, Poland and Portugal”? the value 
of the indicator fell by more than 10 percentage points between 2005 and 2015, with the 


2° The same applies to cooling in southern Member States. 
%6 In case of Portugal between 2005 and 2014 (2015 figure is not yet available). 
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biggest improvement seen in Poland. On the other hand, in Greece? and Malta the ratio 
increased by more than 10 percentage points. 


IM8-A2 Inability to keep home adequately warm (share in total population at-risk-of-poverty) 
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Figure 3.2.16: Inability to keep home adequately warm (share in total population at risk 
of poverty) (Source: Eurostat SILC) 


3.2.6. RETAIL PRICES AND TAXATION 


IM8-A3 Households electricity prices — electricity price paid by household consumers 
in consumption band DC (2 500 kWh < Consumption < 5 000 kWh) in the second half of 
the year, all taxes and levies included. 


Looking at the EU average, nominal electricity prices paid by household consumers 
increased by more than 20 % between 2010 and 2015. In this period, the price increased 
in the majority of Member States. Consumers in the UK, Portugal, Latvia, Ireland and 
Greece faced the biggest price increase in absolute value in this period. Six Member 
States bucked this trend, with a sizeable reduction of prices in Hungary and Malta. In 
Hungary, significant retail electricity (and gas) price cuts have been implemented by the 
government in 2013 and 2014 while in Malta the regulated electricity tariff was lowered 
in 2014. 


IM8-A3-households electricity prices 
average band* - with taxes 


relative change 2010-2015 [ 
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Electricity - Band DC : 2 500 kWh < Consumption < 5 000 kWh 


Figure 3.2.17: Households electricity prices (Source: Eurostat) 


?" In case of Greece, between 2005 and 2014 (2015 figure is not yet available). 
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IM8-A4 Households gas prices — gas price paid by household consumers in 
consumption band D2 (20GJ « Consumption « 200GJ) in the second half of the year, all 
taxes and levies included. 


Similarly to electricity, retail gas prices also increased between 2010 and 2015. On 
average, the increase was 25 96. In 17 out of 25 Member States, the gas price paid by 
household consumers increased in this period, with the biggest increases observed in 
Spain, Portugal and the UK. On the other hand, the price fell in eight Member States, 
with the biggest decreases enjoyed by consumers in Greece? , Hungary and Denmark. 
The Greek gas price was the second highest in the EU in 2012 but, since then, was 
gradually lowered. In Hungary, retail energy prices were significantly cut by the 
government in 2013 and 2014. 


IM8-A4-households gas prices 
average band* - with taxes 


[eüre/kwh] 
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Gas - Band D2: 20GJ « Consumption « 200GJ, prices froms second semester 


Figure 3.2.18: Households gas prices (Source: Eurostat) 


The development of retail prices is very much dependent on wholesale prices but other 
factors, in particular network costs, taxes and levies, also influence the price paid by the 
final consumer. Below we present the share of taxes and levies in the retail price of the 
main energy products. Based on an ad hoc data collection, the recently published report 
on energy prices and costs in Europe” provides detailed analysis on the evolution of the 
different price components between 2008 and 2015, explaining how various taxes and 
levies (including fiscal taxes that contribute to the financing of overall public 
expenditures and levies or earmarked taxes that cover various energy system and policy 
costs) contributed to retail price increases. The report also presents the development of 
the "network" component (transmission and distribution tariffs); these have also 
increased since 2008 (although to a lesser extent than taxes and levies) and, considering 
that significant investments in distribution networks and smart grid deployment need to 
be made in the next 10 years, this price component is likely to increase further. 


The above report found that levies imposed on gas and electricity follow an increasing 
trend, reflecting the national policies pursued to comply with the EU policy for 
renewable energy and energy efficiency. It is important that the levies ensure cost 
recovery of the support cost in order to avoid the creation of tariff deficits that are built 
up in the energy system, either in various state-owned or private companies or in the 
transmission and distribution system operators. Such a deficit will impede the future 


?* Decrease observed between 2012 and 2015 (prices for 2010 and 2011 are not available). 
? COM(2016) 769 final and SWD(2016) 420 final 
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potential to undertake investments by these actors and will eventually have to be paid by 
consumers or tax payers. 


IM-A1: Share of taxes in retail electricity prices for households — the share of taxes 
and levies in the electricity price paid by household consumers in consumption band DC 
(2 500 kWh < Consumption < 5 000 kWh) in the second half of the year. 


On average, nearly one third of the electricity price paid by household consumers could 
be attributed to taxes and levies in 2015. This represents an increase from 2010 when this 
share was 28 96. In 2015, the share of taxes exceeded 50 % of the total consumer price in 
two Member States. 


While VAT remained the main tax component in retail electricity prices, its share from 
total taxes and levies decreased from 45 % in 2010 to 37 96 in 2015. In the same period, 
the share of levies imposed to support renewable energy sources and combined heat and 
power increased from 16 % to 33 95, ? 


The share of taxes and levies increased in 23 Member States since 2010, with the biggest 
increases observed in Latvia, Lithuania and Portugal. Three Member States experienced a 
modest decrease while in two countries the share remained unchanged. 


IM-A1: Share of taxes in retail electricity prices - households 
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Figure 3.2.19: Share of taxes in retail electricity prices - households (Source: Eurostat) 


IM-A2: Share of taxes in retail gas prices for households — the share of taxes and 
levies in the gas price paid by household consumers in consumption band D2 (20GJ < 
Consumption < 200GJ) in the second half of the year. 


In 17 Member States, the share of taxes and levies in the retail gas prices increased 
between 2010 and 2015. The increase was more than 10 percentage points in the case of 
Portugal and Latvia. In eight Member States, the share of taxes and levies showed a 
modest decrease or remained unchanged. On the EU28 average, the share remained 
practically unchanged: it was 23 % in both 2010 and 2015. 


The share of taxes and levies in the retail gas prices paid by household customers is 
lower than for electricity. Denmark is the only Member State where the share of taxes 
and levies exceeded 50 96. 


' See detailed analysis of the composition of taxes and levies in SWD(2016) 420 final 
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In 2015, non-earmarked taxes (VAT, excise duty and other taxes) accounted for 93 96 of 
the total taxes and levies component; energy policy relevant levies accounted for only 
7 96 of the total taxes and levies component.” 


IM-A2: Share of taxes in retail gas prices - households 
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Figure 3.2.20: Share of taxes in retail gas prices - households (Source: Eurostat) 


IM-A3: Share of taxes in retail gasoline prices — the share of taxes (VAT, excise duty 
and other indirect taxes) from the consumer price of motor gasoline (Euro-super 95). 


In the case of motor gasoline, the energy tax directive? sets a relatively high minimum 
excise duty rate: 0.359 €/litre. As a result, the tax component of the gasoline price is 
rather high: in 2015, on average 63 % of the final consumer price was made up by taxes. 
Excise duties (including other indirect taxes) and VAT covered 46 % and 17 % of the 
consumer price, respectively. With the exception of Bulgaria, the share of taxes exceeded 
50 % in all Member States. 


In most Member States, the share of taxes increased between 2010 and 2015. Cyprus, 
Italy and Romania experienced the biggest growth, driven by the increase in the excise 
duty rate. In the case of Bulgaria, Hungary and Sweden there was a minimal decrease in 
the share of taxes. 


IM-A3: Share of taxes in retail gasoline prices 


pe 
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19! SWD(2016) 420 final 


' Council Directive 2003/96/EC of 27 October 2003 restructuring the Community framework for the 
taxation of energy products and electricity 
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Figure 3.2.21: Share of taxes in retail gasoline prices (Source: Oil Bulletin, European 
Commission) 


IM-A4: Share of taxes in retail diesel prices — the share of taxes (VAT, excise duty and 
other indirect taxes) in the consumer price of diesel (automotive gas oil). 


For diesel, almost all Member States set a lower excise duty rate than for gasoline. The 
minimum excise duty rate set by the energy tax directive is also lower, 0.33 €/litre. The 
UK is the only Member State which imposes the same excise duty rate for the two main 
motor fuels. In 2015, taxes made up on average 57 % of the retail diesel price in the EU. 
Excise duties (including other indirect taxes) and VAT covered 40 % and 17 % of the 
consumer price, respectively. 


In all but three Member States, the share of taxes increased between 2010 and 2015. 
Cyprus, Italy and Finland experienced the biggest increases; in these three countries the 
excise duty rate increased by about 50 % in this period. 


IM-A4: Share of taxes in retail diesel prices 


average 2010-2015 
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Figure 3.2.22: Share of taxes in retail diesel prices (Source: Oil Bulletin, European 
Commission) 


IM-AS5: Share of taxes in retail heating oil prices — the share of taxes (VAT, excise 
duty and other indirect taxes) from the consumer price of heating oil (heating gas oil). 


For heating oil, the minimum excise duty rate set by the energy tax directive is only 
0.021 €/litre and most Member States impose a significantly lower rate than for gasoline 
and diesel. As a result, the share of taxes and levies in the final consumer price was just 
above 30 96 in 2015. Excise duties (including other indirect taxes) and VAT covered 14 
% and 17 % of the consumer price, respectively. The big differences in the excise duty 
rates for heating oil result in a wide dispersion of the share of the tax component across 
the EU (from 14 % to 65 96). 


In 24 Member States, the share of taxes increased between 2010 and 2015. The increase 
was most significant in the Netherlands, Portugal and Slovenia. 
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IM-A5: Share of taxes in retail heating oil prices 
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Note: Slovakia does not report heating oil price since October 2011. 


Figure 3.2.23: Share of taxes in retail heating oil prices (Source: Oil Bulletin, European 
Commission) 
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3.3. ENERGY EFFICIENCY AND MODERATION OF DEMAND 


Key points 


e Primary energy consumption reached 1507 Mtoe in 2014. This means that the 
Union's primary energy consumption was only 1.6 96 above its absolute primary 
energy consumption target for 2020. Nevertheless, additional efforts are needed if 
the 20 96 target is to be reached by 2020. 

e Final energy consumption declined to 1061.2 Mtoe in 2014. This means that the 
Union's final energy consumption was already 2.2 96 below its absolute final 
energy consumption target for 2020. Nevertheless, the Union has to continue the 
efforts on keeping the final energy consumption at this level. 

e Energy intensity in industry decreased in most Member States in 2014 compared 
with 2005, the exceptions being Cyprus, Greece, Hungary and Latvia. Notable 
decreases were registered in most central and eastern Member States 
(e.g. Romania, Bulgaria, the Czech Republic, Poland, Slovakia and Estonia). 

e In the residential sector, energy consumption per inhabitant and climate corrected 
per square meter decreased between 2005 and 2014. 

e The biggest reductions in final energy consumption in transport between 2005 
and 2014 were registered in Greece and Spain. Increases (mainly from road 
transport) were recorded in Lithuania, Malta, Poland, Romania and Slovenia. 

e The modal split of passenger transport (almost unchanged between 2005 and 
2014 at EU level) remains largely in favour of private cars. Increases in the share 
of collective passenger transport in Belgium, the Czech Republic, Ireland, the 
UK, Luxembourg, Austria and Lithuania were counterbalanced by decreases in 
other Member States such as Poland, Bulgaria, Slovakia, Romania, Latvia and 
Estonia. 

e The energy intensity of the EU services sector decreased between 2005 and 2014 
by an annual average of 1.3 %. It improved in 16 Member States (notably 
Austria, Hungary, Ireland and Portugal), but increased in Bulgaria, Croatia, 
Finland, Greece, Italy, Luxembourg and Spain. 
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3.3.1. PRIMARY ENERGY CONSUMPTION 


EE1: Primary energy consumption: this indicator monitors the evolution of primary 
energy consumption? of the EU as a whole and in EU Member States. 


Looking at the time-horizon 2005-2014, primary energy consumption peaked in 2006 
before declining constantly in the past few years due to the economic crisis, which 
decreased economic growth and therefore the need for energy, and to more ambitious 
energy efficiency policies and other related climate policies. 


EE1-primary energy consumption 


PEC 2014: 
1507.10 Mtoe 20% target 
1,483 Mtoe 
. 


30% target 
1,321 Mtoe 


Figure 3.3.1: Evolution of EU28 Primary energy consumption towards 2020/2030 
targets. (Source of data: Eurostat) 


The primary energy consumption of the EU28 dropped from 1713 Mtoe in 2005 to 1507 
Mtoe in 2014. This means that the Union's primary energy consumption was only 1.6 96 
above its absolute primary energy consumption target for 2020/95. 


A decomposition analysis performed by the JRC examines the impact of different drivers 
in historical trends in primary energy consumption at the EU level over the last decade 
(2005-2014) based on EUROSTAT data, According to this analysis, although the 
activity effect led to an increase in energy consumption by 123 Mtoe this was offset by 
an almost three times higher reduction (-353 Mtoe) led by significant improvements in 
energy intensity. This provides a sound indication that also energy efficiency 
improvements have been realised in the past decade. The finding that public policy has 
been the key driver of efficiency improvements has been also confirmed by the IEA 
recently `. 


03 
04 


Primary energy corresponds to the Gross Inland consumption minus final non-energy consumption 
More details on energy efficiency developments can be found in the Energy Efficiency Progress 
Report (COM(2017)56). 

However, primary energy consumption is expected to have increased by around 1.5 96 in 2015 
compared to 2014 levels A detailed analysis of 2015 data will be undertaken in the next update of this 
SWD. 

% Idem 104 

%? TEA(2016). Energy Efficiency market report 2016; https://www.iea.org/eemr16/files/medium-term- 
energy-efficiency-2016 WEB.PDFE 
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Since 2005, the primary energy consumption declined in almost all Member States 
except Estonia, Finland and Poland. The average annual reduction 2005-2014 was most 
pronounced in Lithuania, Greece, Italy, Hungary, Spain, the United Kingdom, and 
Romania. 


EE1-primary energy consumption 
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Figure 3.3.2: Primary energy consumption per Member State in 2014 (Source of data: 
Eurostat) 


When describing efficiency trends it is meaningful to compare absolute trends with 
trends in terms of economic output, not only because energy consumption and economic 
growth are correlated, but also because a decoupling of these two indicators can be 
considered as a proxy for increasing energy efficiency. As shown in Figure 3.3.3, many 
Member States significantly reduced their primary energy intensity from 2005 to 2014, 
with an average reduction of 2.2 %/year at the EU level. 


EE1-A1: Primary energy intensity is the primary energy consumption per unit of GDP. 


Estonia is the only Member State where average primary energy intensity increased from 
2005 to 2014, whereas it decreased in all other Member States. Belgium, Bulgaria, Czech 
Republic, Germany, Hungary, Lithuania, Luxembourg, Malta, Poland, Romania, 
Slovakia, Spain, Sweden and the United Kingdom reduced their intensity on average by 
more than 2 46 in this period. Highest annual average decrease of primary energy 
intensity over this period has been recorded in Lithuania (-5.7 %/year), Slovak Republic 
(-4.9 %/year), Romania (-4.3 %/year), Luxembourg (-3.9 %/year) and Poland (-3.5 
dol year). 
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EE1-A1: Primary energy intensity 
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Figure 3.3.3: Primary energy intensity and annual average change 2005-2014. (Source 
of data: Eurostat) 


3.3.2. FINAL ENERGY CONSUMPTION 


EE2: Final energy consumption (indexed by 2020 targets): this indicator monitors the 
evolution of final energy consumption of the EU as a whole and in EU Member States. 


Final energy consumption declined from 1191 Mtoe in 2005 to 1061.2 Mtoe in 2014. 
This means that the Union's final energy consumption was already 2.2 % below its 
absolute final energy consumption target for 2020. The EU28 has already achieved its 
final energy consumption target 2020. However, final energy consumption is expected to 
have increased by 2.1 % in 2015 compared to 2014 levels °°, and the Union has to 
continue the efforts for keeping the final energy consumption at this level. 


EE2-final energy consumption 
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' 2014-FEC: 
10 1061.24 Mtoe 


Figure 3.3.4: Evolution of EU26 final energy consumption towards 2020 target. (Source 
of data: Eurostat) 


The absolute final energy consumption of all Member States has declined since 2005 
except in Lithuania, Malta and Poland. The average annual reduction 2005-2014 was 
more pronounced in Greece, Spain, Italy, Hungary and Portugal. 


108 A detailed analysis of 2015 data will be undertaken in the next update of this SWD. 
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EE2-final energy consumption 
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Figure 3.3.5: Final energy consumption per Member State in 2014 (Source of data: 
Eurostat) 


In 2014, the final energy consumption of the EU28 was below the 2005 levels, having 
over this period an annual average decrease of -1.2 %/year. Over the same period of time, 
the GDP increased by an annual average of 0.8 %/year. These divergent trends indicate a 
decoupling of energy consumption from economic activities which provides indirect 
evidence that energy efficiency measures are effective. From 2010 onwards, the final 
energy consumption of all main economic sectors remained constantly below 2005 level 
except the services sector. The climate conditions (i.e. HDD) are mainly influential on 
the evolution of the final energy consumption in the residential and services sectors 
where heating needs are more important than for other sectors. This is reflected by 
similar patterns of the HDD and FEC in residential and services sectors from the below 
figure. 


According to the decomposition analysis performed within the Odyssee-MURE project, 
the energy savings achieved in the EU28 final energy consumption over the period 2005- 
2014 were at about 167 Mtoe’. 


' Decomposition facility of Odyssee-MURE, available at: http://www.indicators.odyssee-mure.eu/ 
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Figure 3.3.6: Final energy consumption of main sectors vs. GDP and heating degree 
days (index 2005=100) (Source of data: Eurostat) 


3.3.3. ENERGY INTENSITY OF INDUSTRY 


EE3: Final energy intensity in industry: this indicator represents the energy 
consumption for a unit of value added in the industry and construction sector. The 
indicator is calculated by dividing final energy consumption in industry (including 
construction) sector by total gross value added (GVA) for industry and construction 
sectors (at constant 2010 prices). Energy intensity in industry reflects both potential 
specialisation in energy intensity sectors and the effort in decoupling industrial growth 
from energy consumption. The lower the value the most energy efficient the use of 
energy for the unit of GVA in industry is. 


Measuring energy intensity of the industry can help to see if the value added in industry 
has been produced with less final energy over time, which was the case for the EU28 
from 2005 to 2014. 


Figure 3.3.7 shows that there is a significant difference between the most energy 
intensive Member State, Bulgaria, and the least energy intensive ones, Denmark and 
Ireland. Whilst this is influenced by the share of energy-intensive industries, most 
Member States decreased energy intensity in industry in 2014 compared to 2005, the 
exceptions being Cyprus, Greece, Hungary, and Latvia. Notable decreases of the energy 
intensity in industry have been registered in most of Central and Eastern EU countries 
such as Romania, Bulgaria, Czech Republic, Poland, Slovak Republic and Estonia. 
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EE3: Final energy intensity in industry 
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Figure 3.3.7: Energy intensity in industry. Source of data: Eurostat 


Given the significant impact that the structure of industry has on the overall energy 
intensity, it is worth performing a decomposition analysis, which strips out the impact of 
three variables on the changes in energy consumption: changes in production activity 
(volume produced), changes in the structure of production, and energy efficiency 
improvements. The outcome of the decomposition analysis performed within the EU 
project Odyssee-MURE shows that, in absolute terms, about 34 Mtoe were saved in the 
industry sector across the EU28 in the period 2005-2014. According to this 
decomposition analysis, the main reason for the variation of energy consumption in 
industry was a decrease of industry activity, followed by the impact of energy efficiency 
improvements, which was almost three times bigger than the impact of changes in the 
structure of the industry! ^. 


3.3.4. ENERGY INTENSITY IN THE RESIDENTIAL SECTOR 


When looking at the residential sector, different factors influencing energy consumption 
must be taken into account such as climate variations over the years, changes in 
consumption in terms of comfort and a change in the size of dwellings. In addition, 
consumption might be driven by the economy, by demographics and by concrete 
efficiency measures, such as building renovation or the installation of efficient equipment 
or equipment assisting consumers in optimising their energy use. 


EE4: Final energy consumption per square meter in residential sector climate 
corrected: this indicator measures the specific energy consumption per m2 of floor area 
of residential buildings. The figures are climate corrected in order to have a more 
accurate assessment of trends over time in a sector where heating (and cooling) still 
represent the largest part of energy consumption. This indicator and can inform on the 
relative efficiency of the buildings stock and of energy equipment. The decrease of this 
indicator's value means that the buildings sector becomes more energy efficient. 


As data on floor area in residential and services buildings are not yet collected 
periodically by Eurostat, findings from the Odyssee-Mure project are taken into account. 
Data from Odyssee-Mure show that between 2005 and 2014 energy consumption per 


10 Decomposition facility of Odyssee-MURE, available at: http://www.indicators.odyssee-mure.eu/ 
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square meter decreased in all Member States, with an average annual change of 2.3 
9l year for the EU28 as a whole !!. 


EE4: Final energy consumption per square meter in residential sector, climate corrected 


[koe/m2] 
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Note: Odyssee estimations for the complete data series of Belgium, Luxembourg and 
Malta, for Portugal (2014) and Romania (2014) 


Figure 3.3.6: Final energy consumption per m2 in residential sector, climate corrected 
(Source: Odyssee-Mure database & direct communication with project coordinators) 


EE4-A1: Final energy consumption per inhabitant in the residential sector. It 
represents the ratio between final energy consumption in the residential sector and the 
number of inhabitants in the country. The decrease of the value of this indicator will 
reflect the lowering of the energy consumption per capita in the residential sector. 


Between 2005 and 2014, the final energy consumption in the residential sector as per 
number of inhabitants decreased in almost all Member States. The average annual change 
at the EU28 level between 2005 and 2014 has been at around -1.8 %/year. The highest 
average annual changes have been recorded in Hungary, Belgium, Greece, Luxembourg, 
Slovak Republic, the UK, and Cyprus and Portugal. A slight increase had been recorded 
only in Bulgaria, Estonia and Lithuania. 


EE4-A1: Final energy consumption of households as per capita 
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Figure 3.3.9: Final energy consumption per capita (toe/thou. inhabitants) (Source of 
data: Eurostat) 


H! See Odyssee-Mure database: http://www.indicators.odyssee-mure.eu/online-indicators.html 
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However, the above recorded decreases of energy consumption in residential, both per 
floor area and inhabitants, have been influenced by several drivers on top of energy 
efficiency improvements, e.g. climate (i.e. lower heating degree-days-HDD in a year) 
and economic evolution among the most important ones. 


According to the decomposition analysis performed within the Odyssee-Mure project, 
the energy consumption reduction between 2005 and 2014 at the EU28 level decreased 
mainly due to energy savings of about 63Mtoe. Nevertheless, these energy savings were 
partially offset by the increase of number of dwellings (23.6Mtoe), larger new homes 
(15Mtoe) and higher penetration of and bigger appliances (7.3Mtoe)! "^. 


Additional indicators or analysis can also be considered to assess energy consumption 
improvements in the residential sector, for instance to better capture changes in the fuels 
used for heating purposes. Additional information on fuel use for heating and cooling is 
presented below when describing developments in the share of renewable energy for 
heating and cooling purposes. 


3.3.5. ENERGY CONSUMPTION IN TRANSPORT SECTOR 


EE6: Final energy consumption in transport: this indicator represents the final energy 
consumption in the transport sector. 


It is challenging to identify energy efficiency in the transport sector at the level of each 
Member States since final energy consumption in transport is based on the fuels sold 
rather than on the fuels used on the territory of a country. Therefore, factors other than 
energy efficiency come into play e.g. the degree to which a given Member State is a 
“transit country’ for road transport or a hub for aviation. 


However, a comparison between final energy consumption and GDP changes provides a 
relatively fair picture of the evolution over time since transport is ubiquitous in all final 
sectors of an economy. Nevertheless, this indication is very generic and has to be 
accompanied by detailed indicators able to provide a more accurate image of a specific 
transport mean, fuel consumption, GHG emissions etc. 


EES-Final energy consumption in transport 
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Figure 3.3.10: Average annual change 2005-2014 of final energy consumption and final 
energy intensity in transport vs GDP (Source: Eurostat) 


12 Decomposition facility of Odyssee-Mure, available at: http://www.indicators.odyssee-mure.eu/ 
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Between 2005 and 2014, the final energy consumption in transport! in the EU28 
decreased by about 4.5 96 from 369.4 Mtoe to 352.5 Mtoe respectively. Over the period, 
the highest annual average reductions in final energy consumption in the transport sector 
were registered in Spain and Greece. A more considerable increase in relative terms was 
recorded in Lithuania, Malta, Poland, Romania and Slovenia. Generally, the increase of 
final energy consumption in transport originated from road transport. 


According to the decomposition analysis of the Odyssee-Mure project, at the EU28 level 
the energy savings delivered in transport sector between 2005 and 2014 were at about 
47.6Mtoe'"*. 


EES-A2: Final consumption in transport vs. passengers and freight activity (index=2005) 


— final energy consumption in transport. -...... passenger-km by land, air and water transport tonne-km by land, air and inland waterways 


Figure 3.3.11: Evolution of final energy consumption in transport vs. passenger-km and 
tonnes-km in the transport sector of EU28 (Source of data: Eurostat, DG MOVE 
Transport in F igures!") 


Findings from the Odyssee-Mure project show that the majority of transport measures 
undertaken at Member State level concern the passenger modes. It is estimated that about 
60 % of the decrease of energy consumption from 2007 onwards can be attributed to 
energy efficiency mostly originating from improvements in energy efficiency of new 
passenger cars. Energy efficiency improvements for road freight apparently slowed down 
after 2007, driven by the fall in traffic and the less efficient operation of the vehicle fleet 
i.e. as shown by the lower load factors! ^ The energy efficiency improvements are mainly 
related to three sets of measures, i.e. measures concerning the energy and CO» standards 
for new cars!", measures addressed to the renewal of the car fleet, and measures 
addressed to traffic management °. 


P? Eurostat data used with the code: tsdpc320. 

" Decomposition facility of Odyssee-MURE, available at: http://www.indicators.odyssee-mure.eu/ 

P  http//ec.europa.eu/transport/facts-fundings/statistics/pocketbook-2016 en.htm 

^ Odyssee-Mure (2015): Trends and policies for energy savings and emissions in transport (available at: 
http://www.odyssee-mure.eu/publications/br/energy-efficiency-in-transport.html) 

The evolution of CO2 emissions for new cars is presented in the next section, under the 
decarbonisation dimension 

!8 Idem 116 
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| Passengers —. activity* vs final energy in mapan 
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Figure 3.3.12: Evolution of final energy consumption in transport vs. passenger-km per 
type of transport in the EU28 (Source of data: Eurostat, DG MOVE Transport in 
Figures) 


The modal split of passenger transport remains largely in favour of private cars. 
Therefore, between 2005 and 2014, the relative share of collective transport in total 
passenger transport remained stable at the EU28 level (recording a variation of -0.1 % 
points only). The share of collective transport increased most in Belgium and Czech 
Republic but also significantly increased in Ireland, the UK, France, Luxembourg, 
Austria and Lithuania. This means that in the above Member States more people are 
using collective transport in 2014 as compared to 2005. However, these improvements 
have been counterbalanced by decreases of collective transport use relative to private 
cars recorded in Poland, Bulgaria, Slovak Republic, Romania, Latvia and Estonia. 


EES-A1-share of collective land transport in all passengers" transport* 
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Figure 3.3.13: Evolution of collective transport share in all passengers transport 
(Source: Eurostat) 


According to the findings of the Odyssee-Mure project, significant energy efficiency 
improvements took place between 2000 and 2007 in freight transport, driven by an 
increase in the efficiency of vehicles and by a more efficient management of freight 
transport (e.g. higher load factors and a shift to larger trucks). Such evolution however 
did not continue to the same extent post 2007, which seems to be mainly driven by the 
economic downturn. 
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Freight transport - activity* vs final energy in transport 


Figure 3.3.14: Evolution of final energy consumption in transport vs. tonnes-km per type 
of transport in the EU28 (Source of data: Eurostat, DG MOVE Transport in Figures) 


3.3.6. ENERGY INTENSITY IN SERVICES SECTOR 


EES: Final energy intensity in services sector: this indicator represents the energy 
consumption for a unit of value added by the services sector. The indicator is calculated 
by dividing final energy consumption in the services sector by total gross value added for 
services sector (at constant 2010 prices). The lower the value the more efficient the sector 
is in producing a unit of GVA. 


The energy intensity of the services sector of EU-28 decreased between 2005 and 2014 
annually on average by 1.3 %. 16 Member States that improved their energy intensity in 
the services sector most between 2005 and 2014 were Hungary, Slovak Republic, 
Ireland, Austria, and Luxembourg. Cyprus, Estonia, Finland and Greece increased their 
energy intensity over this period. 


EE6: Final energy intensity in services sector 
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Figure 3.3.15: Energy intensity in services sector. Source of data: Eurostat 


According to the Odyssee-MURE decomposition analysis, 16.5Mtoe of energy savings 
were achieved in the EU28 services sector between 2005 and 2014. However, these 


savings had been fully offset by the increase of economic activity within the sector 
(16.4Mtoe)'””, 


1 Decomposition facility of Odyssee-MURE, available at: http://www.indicators.odyssee-mure.eu/ 
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3.4. DECARBONISATION 
Key points 


e According to the 2015 approximated inventory, the EU greenhouse gas emissions 
were 22 % below the 1990 level. Despite a temporary increase in 2015 (mainly 
due to cold weather), emissions remain on a decreasing trend. 

e Member States” latest projections based on existing measures indicate that 
emissions will be 24 % lower in 2020 than in 1990. This means that the 2020 
20 % reduction target will be overachieved. According to Member States' 
projections with existing measures, total EU emissions in 2030 are expected to be 
26 % below 1990 levels. 

e A decreasing trend in GHG emissions was recorded in most Member States in 
1990-2015, the exceptions being Cyprus, Spain, Malta, Portugal, Ireland and 
Austria, where emissions rose. 

e The EU saw a net loss of carbon sinks in 2005-2014, due mainly to harvested 
wood products that offset forest-land sinks, but also to increased settlements. 

e At EU level, the sector responsible for the highest proportion of GHG emissions 
(around 30 %) is the energy industry (notably power production, district heating 
and refineries), followed by the transport sector and manufacturing industry 
(around 20 46 each). 

e 23 Member States are expected to meet their 2020 targets in the effort-sharing 
sectors with existing policies and measures. However, five (Ireland, Luxembourg, 
Belgium, Austria and Denmark) will need to make additional efforts to meet the 
targets. 

e In the EU, real GDP increased by nearly 50 % between 1990 and 2015 while 
emissions decreased by 22 %. The GHG intensity of the EU economy decreased 
by nearly 48 % over the same period. GHG intensity fell from 1990 in all 
Member States except Portugal, Spain and Cyprus, which stayed closer to initial 
levels. 

e GHG intensity in the EU power and heat sector decreased by a third compared 
with 1990 levels. The introduction of renewable energies and the use of less 
carbon-intensive fuels led to a significant (35 %) decrease in GHG emissions per 
unit of energy produced (gross electricity and derived heat). 

e In 2014 the share of renewable energy sources reached 16 % of the gross final 
energy consumption of the EU, one percentage point closer than in 2013 to the 20 
% target by 2020 and 11 percentage points short of the to the 2030 target of at 
least 27 96. 

e Croatia, Bulgaria, the Czech Republic, Estonia, Lithuania, Romania, Finland and 
Sweden already overachieved their national 2020 renewable energy targets in 
2014. Also in 2014, all but one Member State (the Netherlands) exhibited average 
2013/2014 RES shares which were equal or higher than their corresponding 
indicative trajectory as set in the Renewable Energy Directive (RED), 25 
Member States already exceeded their 2015/2016 indicative RED trajectories in 
2015. Three Member States (France, the Netherlands and Luxembourg) showed 
2015 estimated RES shares below their 2015/2016 indicative RED trajectory". 


12 Directive 2009/28/EC — Annex 1(B). 2013/2014 average share. 
121 Renewable Energy Progress Report (COM(2017)57) 
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In 2014, the renewable energy share in transport has generally increased in most 
EU countries, but the current progress rate would not be sufficient to reach the 
binding 10 % target for 2020. In particular Finland and Sweden are the only 
Member States that have already reached their renewable energy target for 
transport, being in 2014 well above 10 %. 

In 2014, 27.5 % of electricity in the EU was generated from renewable energy 
sources, a 12.6 percentage point increase since 2005. In Austria, Sweden, 
Portugal and Latvia, the renewable electricity share exceeded 50 96 in 2014. 

The renewable energy share in the heating and cooling sector was estimated at 
17.7 % in 2014 at EU level, as compared with 10.8 96 in 2005. In Sweden, Latvia 
and Finland , the renewable heating and cooling share exceeded 50 96 in 2014. 

At EU level, GHG emissions avoided due to renewables deployment since 2005 
amount to almost 8.8 % of the total (389 Mt CO» equivalent), the equivalent of 
Poland's annual emissions. 

The increased consumption of renewable energy as compared with the 2005 level 
enabled the EU to cut its demand for fossil fuels by 115.4 Mtoe in 2014, the 
equivalent of Spain's gross inland energy consumption. 

Deployment of RES contributes to energy security by reducing the reliance on 
imported fossil fuels. It is estimated that the renewable energy consumption 
growth after 2005 has roughly avoided import of energy carriers worth €18bn at 
2014 prices. The fossil fuel imports displaced by the projected RES consumption 
in 2020 are estimated at 10 % of the EU28's current fossil fuel imports, leading to 
a reduction of the energy import bill of up to EUR 42 billion (at projected, higher, 
energy prices). Taking a bit further, in 2030 a projected EUR 59 billion could be 
avoided compared to 2005. 
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3.4.1. GREENHOUSE GAS (GHG) EMISSIONS REDUCTION 


DE1: GHG emission reduction (base year 1990). The indicator represents the total 
GHG emissions as considered for the EU's 2020 climate target. It comprises the total 
GHG emissions without LULUCF and with indirect CO» emissions plus the CO» 
emissions from the international aviation. 


According to the 2015 approximated inventory”, the EU greenhouse gas emissions were 


22 % below the 1990 level. The EU's share of global emissions has also been declining 
over this time and stood at 8.8 % in 2012. 


Emissions seem to have increased slightly by 0.7 % in 2015 after a significant drop of 4 
% in 2014. This is due to cyclical factors. Although it is widely acknowledged that the 
year 2015 was the warmest ever globally, the weather in Europe was colder in 2015 than 
in 2014 with an increase of "heating degree days" of 4 %. Furthermore, the price of fossil 
fuels, notably propellant, also decreased in 2015 contributing to increasing the purchases 
compared to 2014. 


In the long run, however, emissions remain on a decreasing trend. According to the 
projections based on existing measures provided by Member States in 2015, emissions 
are expected to be 24 % lower in 2020 than in 1990 (26 % lower according to the EU 
Reference Scenario 2016). As part of its 2020 Strategy, the EU committed to cut 
greenhouse gas emissions in 2020 by 20 96 from 1990 levels. The EU is consequently on 
track to meet this target domestically. 


According to Member States' projections with existing measures, the total EU emissions 
in 2030 are estimated to be 26 % below 1990 levels. The EU Reference Scenario 2016 
projects GHG emission reductions of 34 % by 2030. Hence, without new mitigation 
policies, the EU target agreed in Paris of at least 40 % domestic reduction in greenhouse 
gas emissions by 2030 compared to 1990 is expected to be missed. Consequently, the EU 
is putting in place new legislative instruments to meet this target ^". 


122 Based on 2015 proxies provided by Member States under Article 8 of Regulation 525/2013 or 
estimated by European Environmental Agency on behalf of the Commission, where needed. 

123 Effort Sharing Regulation Proposal 20 July 2016; COM(2016) 482 final. Agricultural land use and 
forestry - LULUCF — Proposal 20 July 2016; COM(2016) 479 final. Revision of the EU ETS — phase 
4 (2021-2030), 15 July 2015; COM(2015) 337 final. 
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DE1-GHG emissions reductions - base year-1990 (EU target) 
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Figure 3.4.1: GHG emissions reductions and progress towards targets—base year 1990- 
(Source of data: EEA/UNFCCC GHG inventories) 


In most Member States a decreasing trend of GHG emissions has been recorded in the 
period 1990-2015, with exceptions in Cyprus, Spain, Malta, Portugal, Ireland and Austria 
where emissions were higher in 2015 compared to 1990 levels. 


DE1-GHG emissions reductions - base year=1990 (EU target) 
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Figure 3.4.2: GHG emissions change 1990-2005 in Member States (Yo 1990-100) 
(Source of data: EEA/UNFCCC GHG inventories) 


The GHG emissions are covered under the EU emissions trading system (ETS)! and the 
sectors covered under the Effort Sharing Decision!” respectively. The ETS category 
includes emissions stemming from industry and power sector mainly, and the effort 
sharing covers all sectors where emissions are produced in a diffuse manner, i.e. 
buildings, transport (except aviation), waste and agriculture. At EU level, diffuse effort 
sharing emissions represent more than half (currently 58.1 96) of the emissions (under 
ETS (41.9 %)). Nevertheless, at Member State level the picture differs widely. The share 
of ETS emissions is the highest in Estonia, Bulgaria, Malta and Greece, where the 
industrial and power sectors remain having higher importance in terms of emissions and 
solid fuel (or oil) are used predominantly in the electricity mix. On the opposite side, 


7^ Directive 2003/87/EC of the European Parliament and of the Council of 13 October 2003 establishing 
a scheme for greenhouse gas emission allowance trading within the Community and amending Council 
Directive 96/61/EC. 

Decision No 406/2009/EC of the European Parliament and of the Council of 23 April 2009 on the 
effort of Member States to reduce their greenhouse gas emissions to meet the Community's 
greenhouse gas emission reduction commitments up to 2020. 
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Luxembourg, Latvia, France and Ireland show a strong dominance of effort sharing 
emissions reflecting their economic specialisation due to the importance of their transport 
and/or agriculture sectors and/or a relatively limited size of energy intensive industrial 
sectors. For Latvia and France, a strongly decarbonised power sector contributes to this. 


DE-Al -share of ETS and Effort Sharing sectors 
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Figure 3.4.3: Share of ETS and ES emissions (Source: EEA) 


The EU has recently launched a proposal on emissions and removals (mainly CO?) from 
agricultural land use and forestry (LULUCF)! which sets out a binding commitment for 
each Member State and the accounting rules to determine compliance. The Commission 
proposal requires each Member State to ensure that accounted greenhouse gas emissions 
from land use are entirely compensated by an equivalent removal of CO; from the 
atmosphere through action in the sector. Land use, land use change and forestry are in a 
unique position to contribute to a robust climate policy, because the sector not only emits 
greenhouse gas but can also remove CO; from the atmosphere. Therefore, it becomes 
fundamental to monitor the absolute change of net increases or net loss of sinks over the 
period in the Member States. 


At EU level there has been a net loss of carbon sinks for the period 2005-2014, mainly 
due to the harvested wood products category that offset the forest land sinks, and 
secondarily due to the increase of settlements. At Member State level the situation varies 
widely. On the one hand countries like Sweden, Portugal and Lithuania present a net 
increase of this category for the analysis period. On the other hand countries like Poland, 
Finland and Latvia present during the same period a clear loss of forest land with almost 
no increase of sinks in any category. Looking at particular cases, half of the loss of 
carbon sinks in Italy during the last decade is due to the increase of settlements and 
cropland, which cannot be completely compensated with grasslands removals. 


75 Agricultural land use and forestry - LULUCF — Proposal, 20 July 2016; COM(2016) 479 final. 
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Figure 3.4.5: Net change of emissions from LULUCF 2005-2014 in MS: total and per 
category (Source of data: EEA/UNFCCC GHG inventories) 


The share of GHG emissions per sector at EU level (without international aviation) 
shows that the energy industry is the sector with the highest share of around 30 % 
(covering notably power production, district heating and refineries), followed by the 
transport and manufacturing industry with around 20 % each (23 96 in the case of 
transport if international aviation is included). In a different order of magnitude 
residential and commercial buildings and agriculture have comparable shares of around 
10 % at EU average level. 


The share of emissions per sector is specific to the particular situation of Member States 
in the field of energy mix, climate and economic structure. For the energy industry 
sector, Estonia has the highest share of emissions (71 96), having increased since 2005 by 
20 % and being more than double the EU average (31 96). As regards manufacturing 
industry, Estonia presents the lowest share (7 %) compared to Slovakia which outstands 
with 40 96 of the emissions (double the EU average). In the transport sector, Luxembourg 
(57 %) 127 and Sweden (33 %) show the highest share of emissions in this sector. Ireland 
presents the highest share of GHG emissions in agriculture (33 %) which reflects the 
relevance of this sector in its economic activity. For the residential and commercial 
sectors, Belgium shows the highest share (18 %) and Portugal outstands for its share of 
emissions in the waste sector (11 96). 


77 in the case of Luxembourg, relatively low excise duties on fuels attract demand from neighbouring 


countries 
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Table 3.4.1: Share of greenhouse gas emissions by economic sector (excluding LULUCF, 
international aviation" and international shipping), 2014 (Source of data: 
EEA/UNFCCC GHG inventories) 


Note: sector allocation to IPCC CRF codes: Energy industries: 1.A.1 + 1.B; Transport: 1.A.3; Industry: 1.A.2 + 2; 
Residential and commercial: 1.A.4.a + 1.A.4.b; Agriculture: 3+1.A.4.c; Waste: 5; Other: 1A5+6+ Indirect CO2. 


Share in Change Share in change Share in change Share in Change 1 change Share in change Share in change 

x e xu Ju a LLL. o d MM KS 

2014 2014 2014 2014 2014 2014 2014 
31,1% -22,1% 20,2% -21,0% 20,8% -8,5% 12,0% -2,5% 12,2% -24,0% 3,4% -29,5% 0,2% -30,6% 
18,6% -295% 29,1% -26,5% 22,2% -3,7% 1044 -7,2% 18,2% -248% 1,6% -42,8% — 00% -64,8% 
52,6% — 68% 13,1% -47,5% 1496 — 87% 98% -5,8% 2,2% -20,6% 7,4% -12,8% 0,0% 0,0% 
45,4% -17,2% 20,1% -23,8% 13,6% -1,7% 7,6% -1,4% 7,2% -25,9% 4,0% 24,9% 20% -13,8% 
[ DK 31,2% -33,6% 12,3% -25,0% 23,7% -8,4% 24,3% -7,3% 4,6% -52,9% 26% -98% 1,3% -41,3% 
[ DE 3966 -97% 20,1% -5,2% 17,9% -0,2% 80% 4,4% 13,1% -22,5% 1,2% -46,0% 0,1% -41,1% 
LEE 71,0% 2044 67% -26% 10,8% 53% 7,9% 27,4% 19% -5,4% 1,6% -348% 02% -6,1% 
[dE 192% -29,4% 12,5% -24,0% 19,5% -13,5% 33,2% -4,6% 12,9% -22,5% 26% -16,4% 0,1% -14,1% 
| EL 4656 -21,2% 17,6% -30,5% 17,4% -18,9% 9,1% -21,3% 4,4% -61,5% 5,0% -5,8% 0,0% 0,0% 
| ES 24,5% -37,4% 23,8% -30,6% 2436 -22,8% 15,0% 1,2% 77% -18,8% 4,8% 1466 0,0% 005 
[FH 94% -40,3% 21,8% -20,5% 28,5% -7,1% 20,0% 0,1% 15,8% -27,4% — 42% -13,6% — 02% -32,4% 
D HR 23,4% -33,2% 227% -293% 246% 1,5% 12,8% -19,5% 9,9% -37,3% 65% 4226 00% 005 
E  258X -36,4% 19,7% -34,3% 25,0% -18,5% 9,0% -10,7% 15,9% -23,3% 496 -24,9% 0,1% -54,7% 
Eey 35,1% -15,3% 24,7% 5,6% 21,7% -13,5% 7,5% -12,8% 4,6% -26,1% 60% 92% 04% 83,0% 
LM 160€ -16,9% 13,7% 3,9% 2606 -4,8% 27,6% — 17,296 91% -9,5% 74% 1046 03% 145 
LET 18,0% -41,9% 22,5% -19,6% 26,5% — 1429 20,8% 3,7% 60% -0,9% 5,9% -26,5% 0,26 180,8% 
[ CU 71% -41,4% 16,1% -25,1% 56,6% -12,6% 68% 52% 13,0% -17,1% — 05% -31,8% 0,0% 009 
[HU 24,6% -33,8% 18,1% -26,2% 19,5% -5,7% 14,0% — 775 16,3% -43,9% 7,96 -9,6% 00€ 005 
[MT 539% -18,8% — 9196 224,9% 21,8% 16,496 35% -8,2% 65% 1606 — 52% 6056 00% 00% 
NE 3556 -5,9% 18,9% -20,4% 16,3% -13,2% 14,9% -1,4% 12,2% -21,6% 1,9% -43,0% 0,2% -22,1% 
[AT 13,3% -39,8% 34,9% -3,1% 291% -11,1% 10,4% -1,8% 10,0% -39,4% 23% -38,0% 0,1% 11,1% 
[PL 47,0% -10,3% 15,8% -2,4% 11,7% 26,1% 10,9% -5,3% 1,96 -0,7% 286 -15,1% 0,0% 005 
[ PT 24,9% -40,3% — 21496 -25,9% 24,4% -19,0% 12,9% -4,8% 5,1% -43,3% 11,0% -16,8% 0,3% -7,1% 
TURO 33,0% -38,5% 22,7% -35,5% 14,0% 24,2% 16,6% -8,6% 8,2% -15,5% 52% 1,1% — 04% -53,4% 
[Si 29,0% -31,1% 16,8% -28,8% 32,5% 21,6% 11,7% -4,7% 7,0% -50,7% 3,0% -38,1% 0,0% 12,8% 
SK 212% -38,1% 399% -13,5% 16,1% -14,0% 7,9% -0,7% 10,9% -29,6% 3,9% 87% 0,1% -32,9% 
LORD 33,0% -11,8% 24,5% -20,2% 18,7% -14,6% 13,3% -2,2% 4,7% -28,7% 3,7% -22,2% — 24% -23,0% 
[ SE 18,5% -11,8% 26,2% -23,5% 33,0% -15,0% 16,0% -4,2% 32% -54,4% 2,8% -43,2% 0,3% -26,6% 
TUTUK 312% -29,1% 1776 -23,8% 22,1% -9,3% 9,4% -3,5% 15,7% -23,0% 3,6% -63,8% — 04% -28,9% 


128 The sectorial disaggregation is based on the IPCC sectors from the CRF GHG inventory tables, and 
where international aviation is an international bunker category. 
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3.4.2. GHG EMISSIONS IN THE EFFORT SHARING SECTORS 


DE2: Gap between greenhouse gas emissions projections and target in 2020 in the 
effort sharing sectors. This indicator monitors progress of each Member State towards 
its EU 2020 GHG emission target. The projections for the year 2020 in the non ETS 
sectors are estimated by the Member States taking into account existing measures. The 
EU 2020 target is set by the Effort Sharing Decision (ESD), which provides national 
binding targets from 2013 to 2020 for each Member State. The gap is expressed as a 
percentage of base year emissions (2005). 


DE3: Gap between latest proxy inventory of greenhouse gas emissions and interim 
targets in the Effort sharing sectors. This indicator measures the gap between the latest 
approximated inventory emissions available"? and its respective non ETS target 
expressed as a percentage of base year emissions (2005). 


According to the projections submitted by Member States, 23 Members States are 
projected to meet their 2020 targets in the effort sharing sectors domestically with 
existing policies and measures. However, five Member States - Ireland, Luxembourg, 
Belgium, Austria and Denmark - will need to make additional efforts to meet their 2020 
targets for the non-ETS sectors at home or to make use of the flexible mechanisms 
provided for in the Effort-Sharing Decision (ESD). This includes transfers of unused 
emission allocations from one year to another, the use of international project credits or 
transfers of unused emission allocations between Member States. 


Regarding the 2015 estimates, all Member States present emissions below their annual 
limit except Malta. Furthermore, the comprehensive ESD review concluded recently that 
in previous years 2013 and 2014 all Member States are expected to be below their 
respective 2013 and 2014 targets under the ESD, with the exception of Malta, who will 
have to make use of the flexibilities foreseen in the effort sharing decision to ensure 
compliance. 


DE2: Gap between GHG emissions projections and target in 2020 in the Effort Sharing sectors 
DE3: Gap between latest (proxy) inventory of Effort Sharing emissions and interim targets 
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Figure 3.4.6: Gap between greenhouse gas emissions in the non-ETS sector and targets 
(as % of 2005 base year) (Source: Climate Action Progress Report, EEA) 


7? The proxy for effort sharing GHG emissions sectors is provided by Member States under Article 8 of 
Regulation 525/2013 or estimated by European Environmental Agency on behalf of the Commission, 
where needed. 
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The current Effort Sharing Decision, which obliges Member States to meet binding 
annual greenhouse emission targets in sectors outside the ETS except for land use, is 
applicable for the 2013-2020 period. For the 2021-2030 period, the Commission 
presented a legislative proposal? which sets Member States binding annual greenhouse 
gas emission targets for sectors not regulated under the EU ETS. 


3.4.3. GREENHOUSE GAS INTENSITY OF THE ECONOMY 


DE4: Greenhouse gas intensity of the economy: The greenhouse gas (GHG) intensity 
of the economy is the ratio of greenhouse gas emissions to Gross Domestic Product 
(GDP). 


In the EU, real GDP increased by nearly 50 96 between 1990 and 2015 while emissions 
decreased by 22 96. At the same time, the GHG intensity of the EU economy decreased 
by nearly 50 % over this period of time. 


The GHG intensity of all the Member States has also been decreasing since 1990. On one 
hand countries like Portugal, Cyprus, and Spain reduced their intensities at a slower pace, 
and on the contrary, Slovakia, Estonia, and Romania experienced the biggest reductions 
in their intensities. As a result, the figure below shows a tendency of the GHG intensity 
convergence for all MS. 


Bulgaria, Estonia, Poland, the Czech Republic and Romania are the five Member States 
with the largest greenhouse gas intensity of the economy. This reflects the large share of 
energy intensive industries in their economy and their lower energy efficiency, but also 
for some of the Member States the importance of solid fuels in their energy mix, in 
particular in the power generation sector. With the exception of Luxembourg, which 
imports most of its electricity, the countries with the lowest greenhouse gas intensity 
(Luxembourg, Austria, France, Denmark and Sweden) have a high share of low-carbon 
technologies (renewable and nuclear) in their electricity mix. 


DE4-GHG intensity 
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Figure 3.4.7: Greenhouse gas intensity in MS between 1990-2015 proxy data (Source: 
EEA, UNFCCC, AMECO database) 


130 Effort Sharing Regulation Proposal 20 July 2016; COM(2016) 482 final. 
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DE4- A1: GHG per capita. The GHG emissions per capita indicator is the ratio between 
emissions and population. 


Croatia, Romania, Sweden, Latvia, Malta and Hungary have the lowest emissions per 
capita in the EU while Luxembourg, Ireland, Estonia, the Netherlands, Czech Republic, 
Germany and Cyprus have the highest. Luxembourg's high per capita emissions are 
explained by the high level of road transport emissions (representing more than two- 
thirds of total effort sharing emissions) due to low excise duties on motor fuel as well as 
to a large number of commuters and transit traffic (which imply that a substantial amount 
of transport emissions are produced by non-residents in the country). High per capita 
emissions in Estonia, Czech Republic and Germany reflect their industrial specialisation 
and the share of solid fuels in the energy mix of some of these countries. High per capita 
emissions in Ireland reflect the importance of the agricultural sector in the economy, but 
also the lack of public transport and the underutilisation of Ireland's renewable potential. 


The evolution of the trends shows that Lithuania, Romania and Estonia have reduced by 
almost 50 % their GHG emissions per capita compared to 1990 levels; however 
emissions per habitant in Lithuania and Estonia have not substantially changed in the last 
decade. Portugal, Spain and Cyprus present nowadays slightly higher intensities than in 
1990, though with a decreasing trend since 2005. 


DE4-A1: GHG per capita 
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Figure 3.4.8: Greenhouse gas per capita in MS between 1990-2015 proxy data (Source: 
EEA, UNFCCC, Eurostat) 


DE4-A2: GHG Power & Heat. This indicator is the ratio between total gross electricity 
and heat production and GHG emissions of public electricity and heat production. 


The GHG intensity in the power and heat sector in the EU has decreased one third 
compared to 1990 levels. The introduction of renewable energies and the use of less 
carbon intensive fuels have led to a significant decrease (35 %) of GHG emissions per 
unit of energy produced (gross electricity and derived heat). Even if the biggest 
reductions at EU level occurred from 1990 until 2005, the GHG decrease happened at a 
higher rate in the last decade. At Member State level the picture varies widely depending 
on the tradition of use of fossil fuels and whether the introduction of renewables 
happened at early stages. Currently Sweden, France and Austria present the lowest 
carbon intensities in their power and heat sector given its large tradition deploying 
renewable energies (together with nuclear energy in the case of France). Greece, Estonia, 
Malta, Cyprus and Poland have the highest carbon intensive energy sectors (large 
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tradition of fossil fuels in the eastern countries, and in the case of Malta and Cyprus with 
domination of fossil-fuelled energy generation and lower interconnection). 


If the analysis is focused on the period 1990-2014, the country that decarbonized most its 


power and heat production is Slovakia (-70 96), followed by France (-59.5 96), Austria 
and Denmark (-59.3 % and -58.2 % respectively). 


DE4-A2-GHG intensity of power & heat generation 
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Figure 3.4.9: Greenhouse gas intensity of power and heat generation (IPCC sector 
1.A.1.a) between 1990 and 2014 (Source of data: EEA/UNFCCC inventories, Eurostat) 


DE4-A3: Average CO, emissions from new passenger cars. This indicator measures 
the average CO» emissions from new passenger cars sold in a country in a given year, in 
order to observe progress towards an energy efficient, decarbonised transport sector. As 
such, it provides indications as regards developments of a low carbon fleet of passenger 
cars. The lower the value, the less carbon intensive new sold cars are, leading to a general 
improvement of the fuel economy. 


The graph below displays per Member State the change between the average emissions 
of new cars according to the test cycle in two points in time: 2005 and 2015. The data 
shows that in all Member states, the average new car emits significantly less than ten 
years ago, mainly thanks to the sectorial regulation that limited CO» emissions of new 
cars. The CO; and Cars Regulation (EC) No 443/2009 limits CO» emissions from new 
cars to a fleet average of 130 grams of CO»; per kilometre (g/km) by 2015 and 95 g/km by 
2021. The 2015 and 2021 targets represent reductions of 18 % and 40 % respectively, 
compared with the 2007 fleet average. 


According to the results shown in the graph, the Netherlands, Portugal and Denmark 
present the least emitting new car fleet, compared to countries like Estonia, Latvia and 
Bulgaria, which have on average the most emitting new cars. The biggest reductions in 
the last ten years occurred in the Netherlands, Greece and Sweden. 
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DE4-A3-average CO2 emissions new cars 
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Figure 3.4.10: CO; from new cars: 2005-2015 (Source: EEA) 


3.4.4. RENEWABLE ENERGY 


Renewable energy indicators set out in this report are based, unless otherwise specified, 
on latest official data available at the time of publication, i.e. Eurostat Shares 2014 7^. 
Additional information on renewable energy progress, based on 2015 proxies, including 
detailed information on technology deployment, are available on the 2017 Renewable 
Energy Progress Report? 


DES: Share of renewable energy in gross final energy consumption: this indicator 
monitors progress towards renewable energy developments as it is defined and 
statistically collected by Eurostat under the Renewable Energy Directive. 


In 2014 the share!“ of renewable energy sources in gross final energy consumption 
represented 16 46 of the (gross) final energy consumption of the EU, 1 percentage point 
closer than in 2013 to the 20 46 target by 2020 and 11 percentage points to 2030 target. 


DE4-Renewable energy share 
30% 2030 target-RES 
27% 
" 
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Figure 3.4.7: EU progress towards Renewable energy targets (Source: Eurostat- 
SHARES’) 


P! The Renewable energy shares in gross final energy consumption is available at: 
http://ec.europa.eu/eurostat/web/energy/data/shares 

132 Renewable Energy Progress Report (COM(2017)57) 

Directive 2009/28/EC of the European Parliament and of the Council of 23 April 2009 on the 

promotion of the use of energy from renewable sources. 

7* Idem 131 
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Between 2005 and 2014, the renewable energy share in gross final energy consumption 
increased in all Member States. 


In its Annex 1, the Renewable Energy Directive set interim trajectories towards the 
national binding 2020 renewables targets. In all Member States but the Netherlands the 
average of the renewable energy share in 2013/2014 was higher than their interim 
trajectories set for 2013/2014, notably in Sweden, Denmark, Finland, Italy, Romania and 
Czech Republic. 


Regarding the 2020 renewable energy targets, Croatia, Bulgaria, Czech Republic, 
Estonia, Lithuania, Romania, Finland and Sweden reached in 2014 an already higher 
renewable energy share than their respective 2020 targets. In terms of RES shares, 
France, the Netherlands, the UK and Luxembourg have to make the biggest efforts to fill 
their gap to 2020 targets. 
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Figure 3.4.8: Share of energy from Renewable energy sources in gross final energy 
consumption: 2005-2014 (Source: Eurostat-SHARES) 


DES-A1: Renewable energy share in transport (RES-T). This indicator monitors the 
progress of final consumption of energy from renewable sources in transport. 


Transport is the only renewable sector where Member States have national binding 
targets, with a 10 % RES-shares by 2020 on the top of their overall RES-target. 


At EU level, the share of renewable energy in the transport sector in 2014 was 5.9 46. 
Despite the increases compared to 2005, the renewable energy share in transport in 2014 
has generally been lagging behind the binding 10 % target for 2020" in the EU as whole 
and in most Member States, except Finland (21.6 96 share) and Sweden (19.2 96) that are 
already well above the 2020 target. In 2014, notable renewable energy use in transport 
had been reported also for Austria, France, Slovak Republic, Hungary, Germany and 
Czech Republic. 


P5 Idem 131 
136 Idem 133 
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DES-A1-RES share transport 
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Figure 3.4.9: Share of Renewable energy sources in transport sector: 2005-2014. 
(Source: Eurostat-SHARES) 


DES-A2: Renewable electricity share (RES-E). This indicator monitors the progress of 
gross final consumption of electricity from renewable energy sources. 


In 2014, 27.5 96 of electricity in the EU28 was generated from renewable energy sources, 
a 12.6 percentage point increase since 2005. All Member States have seen the share of 
renewables in electricity increase since 2005. Notably, in 2014, Austria (70.0 %), 
Sweden (63.3 96), Portugal (52.1 96) and Latvia (51.1 96) had more than half of the 
electricity generated from renewable sources. 
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Figure 3.4.10: Share of Renewable energy sources in electricity: 2005-2014 (Source: 
Eurostat-SHARES) 


DE5-A3: Renewable energy for heating & cooling (RES-H&C). This indicator 
monitors the progress of gross final consumption of energy from renewable sources for 
heating and cooling. 


About half of final energy consumption in the EU28 is used for heating and cooling, 
predominantly in residential and services buildings. Renewable heating is increasingly 
being used as a cost-efficient and secure alternative to fossil fuels in Member States in 
district heating and at descentralised level. At EU level, the renewable energy share in 
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the heating and cooling sector was estimated to be 17.7 96 in 2014", while it was 10.8 96 
in 2005. The share increased in all Member States, notably in Sweden, Denmark, 
Slovenia, Bulgaria and Greece. In Sweeden, Latvia and Finland , the renewable heating 
and cooling share exceeded 50 % in 2014. 


DE5-A3-RES share heating&cooling 
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Figure 3.4.11: Share of renewable energy sources in gross final consumption for heating 
and cooling: 2005-2014 (Source: Eurostat-SHARES) 


DES-A4: Fossil fuel avoidance by renewable energy. This indicator is based on the 
EEA estimates assuming that the growth in renewable energy since 2005 has substituted 
for an equivalent amount of energy that would have been supplied by other sources "S, 
The estimated amount of avoided fossil fuels is represented as share of gross inland 
consumption of fossil fuels. 


The European Energy Security Strategy (EESS) has underlined the significant cost- 
effective potential for a fuel-switch to indigenous renewable electricity and heating 
sources to further reduce the use of natural gas in a number of sectors by the end of this 
decade. 


The increased consumption of renewable energy compared to the 2005-level has enabled 
the EU to cut its demand for fossil fuels by 115.4 Mtoe in 2014, the equivalent of the 
gross inland energy consumption of Spain. In 2014, the EU's gross inland consumption 
of fossil fuels would have been almost 9 % higher without the deployment of a 
significant amount of renewable energy. Coal was the fuel most substituted by 
renewables across Europe, followed by gas 2°. 


Between 2005 and 2014, reduction of fossil fuel use due to renewable energy penetration 
had been observed in all Member States, notably in Denmark (-21.3 %point), Sweden (- 
20.9 9opoint), Finland (14.3 %point), and Austria (-13.5 %point). Portugal, Spain and 
Italy also replaced their fossil fuel use in a significant range between 11-12 %point. 


Deployment of RES contributes to energy security by reducing the reliance on imported 
fossil fuels. It is estimated that the renewable energy consumption growth after 2005 has 
roughly avoided import of energy carriers worth €18bn at 2014 prices. The fossil fuel 
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P5 The method is described in detail in the 2015 EEA report Renewable energy in Europe — approximated recent 
growth and knock-on effects 

Renewable energy in Europe - recent growth and knock-on effects. European Environment Agency 
technical report No4/2016 
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imports displaced by the projected RES consumption in 2020 are estimated at 10 % of 
the EU28's current fossil fuel imports, leading to a reduction of the energy import bill of 
up to EUR 42 billion (at projected, higher, energy prices). Taking a bit further, in 2030 a 
projected EUR 59 billion could be avoided compared to 2005 ab 


DE5-A4- Fossil fuels avoidance by RES [54] 
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Figure 3.4.12: Fossil fuel avoidance by renewable energy sources (as % of gross inland 
consumption): 2013- 2014 (Source: EEA, Eurostat) 


DE5-A5: GHG avoided emissions due to RES. This indicator estimates the avoided 
GHG emissions due to the fossil fuel substitution by renewable energy". The estimated 
GHG emissions avoidance is represented as share of total GHG emissions. 


At EU28 level, the GHG avoided due to renewables since 2005 amounts to 8.1 % of total 
GHG emissions (i.e. 389 Mton CO» equivalent), the equivalent to the annual emissions of 
Poland. The most significant GHG emissions avoided since 2005 due to renewable 
energy have been recorded for Sweden, Denmark, Finland and Austria. In a more 
detailed analysis, in the case of Sweden, Denmark and Finland, there has been a strong 
substitution of petroleum products consumption (oil represents more than half of all 
fossil fuels substituted in Sweden and Finland, and around 85 % in Denmark). In the case 
of Austria, coal and gas where principally the two fossil fuels that were most replaced 
(approximately one third of fossil fuel substituted was coal, and one third gas). 


Portugal, Germany, Italy and Spain have also substantial GHG avoided emissions since 
2005 due to renewable energy, in the range of 11.5 % and 9.8 %. In these cases, coal was 
the main fossil fuel replaced by renewable energies, except in Italy where natural gas was 
the most substituted fuel, followed by coal. 


140 More details can be found in the Renewable Energy Progress Report (COM(2017)57) 
MI The method is described in detail in the 2015 EEA report Renewable energy in Europe — approximated recent 
growth and knock-on effects 
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DES-AS: GHG avoided emissions due to RES 


Figure 3.4.13: Greenhouse gas avoided emissions (96 of total emissions) due to 
renewable energy sources: 2005- 2014 (Source: EEA, Eurostat) 
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3.5. RESEARCH, INNOVATION AND COMPETITIVENESS 


Key points 


e National public investment in R&I in Energy Union areas decreased slightly 
between 2010 and 2014, both in absolute terms and as a proportion of GDP. The 
focus of national public programmes shifted towards topics relating to smart 
energy, the only Energy Union R&I priority area in which investment increased. 

e Nevertheless, total R&I investment is increasing due to the contribution of the 
private sector. Private-sector investments increased from 2010, both in absolute 
terms and as a proportion of total investment (estimated to account for 85 96 in 
2014). The sustainable transport sector attracted 43 % of private investment. 

e The share of national R&I investments (excluding EU funding) on Energy Union 
priorities in total public R&I spending is in the EU about half of that in the USA 
and Japan. 

e The EU was the world leader in terms of the number of patents in certain areas of 
renewable energy, but trends showed that it is about to lose that status to China. 
Sustainable transport was the R&I priority with the highest number of patents 
since 2009 in the EU. 

e EUR 29.1 billion and EUR 39.7 billion have been allocated to low-carbon energy 
and transport respectively under EU cohesion policy for 2014-2020. The biggest 
amounts are for energy efficiency in public and residential buildings, and 
sustainable urban mobility and rail. 

e Between 2010 and 2014, global levelised costs of electricity generation (LCOE) 
decreased significantly for both solar photovoltaic (PV) and concentrated solar 
power (CSP) technologies. 

e Despite the growth in global investments, investment in renewable energy in 
Europe fell by a 21 % in 2015 as compared with 2014, to EUR 48.8 billion. An 
opposite trend was recorded in China and the US where investments in renewable 
energy continued to grow in 2015. 

e The EU's renewable energy industry recorded increased turnover for the second 
year in a row in 2014 (EUR 14.36 billion), after decreases between 2010 and 
2012. 

e As compared with its main economic partners, the EU's manufacturing industry 
had the second lowest real unit energy costs (RUEC) as a percentage of value 
added in 2014, just above those in the USA. RUECS in China, Russia, Japan and 
Australia were substantially higher. RUECs in some Member States were 
significantly lower than the EU average, while Bulgaria, Cyprus and Belgium 
were the Member States with the highest RUECs. 
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3.5.1. RESEARCH AND INNOVATION 


As mentioned in chapter 2, the monitoring of research and innovation (R&I) efforts in 
the field of energy in general and specifically for low-carbon technologies is made 
difficult by a certain lack of data, in particular when trying to identify most recent 
trends? and by the need to interpret with caution the situation across countries, given 
differences in size, population, economic development and national Smart Specialisation 
Strategies ~. 


The analysis in this section addresses investments and patent trends in the four core and 
the two additional research priorities of the Energy Union, called Energy Union R&I 
priorities hereafter, namely: 
e Four core priorities: 
o Renewable energy, 
o Smart EU energy system with consumers at the centre, 
o Efficient energy systems, and 
o Sustainable transport. 
e Two additional priorities: 
o Carbon capture utilisation and storage (CCUS), and 
o Nuclear safety. 
All figures in this section should be considered in this context. Since the Energy Union 
R&I priorities do not encompass all aspects of the energy and transport sectors, the 
figures may not be directly comparable with other public data associated with different 
definitions of these sectors. 


Taking account of these methodological points and limitations in the above, this section 
highlights: 


e the public R&I intensity in the energy sector, that is, public R&I investments in the 
energy sector compared to GDP and to public civil R&I spending. 

e the degree of specialisation of public R&I investments across the Energy Union R&I 
priorities, for the EU and major trading partners. 

e estimates of private R&I investments in the energy field across the Energy Union 
R&I priorities. 

e patenting trends in the Energy Union R&I priorities in absolute terms and normalised 
by population and GDP. 


' R&I investment and patent data usually becomes available quite late, as compared to other energy 
statistics. The present analysis is based on data at the disposal of the JRC in September 2016. 

1 “Smart specialisation strategy’ means the national or regional innovation strategies which set priorities 
in order to build competitive advantage by developing and matching research and innovation own 
strengths to business needs in order to address emerging opportunities and market developments in a 
coherent manner, while avoiding duplication and fragmentation of efforts. (Regulation (EU) 
1301/2013) 

"^ A brief definition of each of the Energy Union R&I priorities is provided in the methodological note in 
Annex 2. More details can be found in the JRC Science for Policy Report “Monitoring R&I in Low 
Carbon Energy Technologies: Methodology for the R&I indicators in the State of the Energy Union 
Report - 2016 Edition". 
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3.5.1.1. INVESTMENTS IN THE ENERGY UNION R&I PRIORITIES 


Public (national) R&I investments 


RIC1: Public investments on Energy Union R&I priorities as share of GDP: this 
indicator divides public R&I spending in the field of Energy Union priorities by the 
GDP. It is accompanied by the share of public R&I spending in the field of Energy 
Union priorities in total public R&I spending in civil research (i.e. GBAORD'? and 
therefore excluding military public R&I spending). 


In 2014, the EU28 invested EUR 4.2 billion from national budgets “6 on Energy Union 
R&I priorities, the equivalent of 0.03 % of the EU GDP. National investment in the 
EU28 has decreased slightly both in absolute terms and in relation to GDP compared to 
2010. This is also the case for a large number of Member States and in particular those 
investing high shares of their GDP, such as Finland and Denmark ^". Internationally, 
both the USA and Japan have increased the proportion of GDP invested in these topics, 
although investment in absolute terms remained stable in Japan. 


RIC1-Public spending on Energy Union related R&I as share of GDP* 
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Figure 3.5.1: Investment from national R&I programmes in Energy Union priorities as a 
share of GDP (2010-2014) (Data sources: IEA'5, European Commission! ^^? 
Eurostat"! ). Note: the bars in texture are estimates. 


The share of national funding directed to the Energy Union R&I priorities in total civil 
R&I spending in the Member States for the years 2010-2014 is shown in Figure 3.5.2. 
The EU28 average in 2014 was 4.7 96 having steadily dropped from 5.3 % in 2010. For 
the majority of the Member States, spending was below 5 % of the total civil R&I 
budget. Notable exceptions, maintaining a higher share, are Finland, France, Slovakia 


I? GBAORD = government budget appropriations or outlays for research and development 


146 This figure does not include the funding from the European Union framework programme for research 
and innovation (Horizon 2020), which reached EUR 1.1 billion in 2014. 

Luxembourg and Hungary also invest a large share of their GDP and are notably well above the 5 % 
share of total civil R&I spending. However, data reporting for these Member States is not regular and 
as such the data provided here are European Commission estimates based on GBAORD (denoted by 
hatching in the graphs). 

International Energy Agency. Statistics, RD&D Online Data Service. Available from: 
http://www.iea.org/statistics/RDDonlinedataservice/. 

JRC Science for Policy Report " Energy R&I financing and patenting trends in the EU — 2016 edition" 
Data gaps are supplemented with information provided by the Member States through the SET-Plan 
Steering Group and JRC data mining. Alternatively, where possible, estimates are provided based on 
the correlation of macroeconomic indicators such as R&I budgets (GBAORD) or GDP. 

GDP and main components (output, expenditure and income) [nama 10 gdp]. Available from: 
http://appsso.eurostat.ec.europa.eu/nui/show.do?dataset=nama_10_gdp&lang=en 
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and Denmark”. Internationally, both Japan and the USA have increased their share of 
civil R&I spending on these topics in the same period to 10.6 % and 11.1 % respectively 


in 2014. 
RIC1-Public spending on Energy Union related R&I as share of public civil R&D expenditure* 
Z Z 
E 
47 
i I I 


Eu28 BE BG Q DK DE EE IE EL ES R HR m cv w AT w HU MT N AT PL PT RO EI SK A 5t UK us JP 


Figure 3.5.2: Investment from national R&I programmes in Energy Union priorities as a 
share of total public civil R&D spending (2010-2014) (Data sources: IEA”, European 
Commission ^^ ^*. Eurostat ^). Note: the bars in texture are estimates. 


In absolute terms, between 2010 and 2014, the EU28 has consistently invested in R&I on 
Energy Union priorities through national funds, more than Japan but less than the USA 
(Figure 3.5.3). National funding in 2014 reached EUR 4.2 billion in the EU28, EUR 2.6 
billion in Japan and EUR 5.6 billion in the USA. 


Compared to the USA and Japan, where there are pronounced shifts in focus, the 
allocation of public support over the Energy Union R&I priorities has remained relatively 
stable in the EU28. Nonetheless, emphasis on smart energy system R&I has steadily 
increased in the EU28 where investments grew from under a fifth in 2010 to just over a 
quarter of the total in 2014. The share of sustainable R&I transport has remained 
relatively stable at a fifth of total national investments, while that of R&I on renewables 
and efficient systems has decreased slightly. Nuclear energy continues to receive high 
levels of national support for R&I, which accounts for around a quarter of the EU28 
national funds, notably in France, Germany, Belgium, Czech Republic and Finland. In 
absolute terms, public funding has decreased slightly across the R&I priorities, with the 
exception of smart systems, which saw an increase in financial support. 


The distribution of national funds to R&I priorities in the USA differs substantially to 
that in the EU28, mainly due to an apparent shift of national investment in the USA from 
sustainable transport to smart system. From 14 % in 2010 the share of public R&I 
funding for the smart system has increased to 45 96 of the total in 2014. The trade-off has 
been a decrease in the share of funds allocated to sustainable transport, efficient systems 
and renewables. Public funding for nuclear has remained constant, albeit at a decreasing 
share of the total. 


152 
153 
154 
155 
156 


Idem 147 
Idem 148 
Idem 149 
Idem 150 
Total government budget appropriations or outlays on R&I (GBAORD) by socio-economic objectives 
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In Japan, while the share of nuclear R&I has steadily been decreasing over the period 
2010-2014, it still draws almost half of the national investments. Nonetheless, an 
increasing share of national R&I investment in Japan is directed to renewables and 
efficient systems. 
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Figure 3.5.3: EU28 national R&I investments in Energy Union R&I priorities compared 
with other major economies (2010-2014). (Data sources: IEA”, European 
Commission ^9 ^* ) 


Private R&I investments 


It is estimated that in 2012, the private sector invested about EUR 17.4 billion on topics 
related to the Energy Union R&I priorities. It is further estimated that private R&I 
investments in the EU28 have increased to EUR 22.9 billion in 2014. 


The private sector is the main investor in all Energy Union R&I priorities except for 
nuclear safety, which is primarily funded through public (national) investments. Between 
2010 and 2014, the EU industry focused R&I investments on sustainable transport, the 
share of which increased from 29 % to 43 96 of the private investment (Figure 3.5.4). 
Renewables were the second highest priority in 2010. However, due to a decrease in R&I 
investments, by 2014 it was on par with the smart system and efficient systems. Nuclear 
safety and CCUS attracted only a small share of the private R&I funds. 
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Figure 3.5.4: EU28 private investment in Energy Union priorities in absolute terms and 
relative share (2010-2014). (Data sources: European Commission?) 


Total R&I investments 


Overall, it is estimated that EUR 27 billion were invested in the Energy Union R&I 


priorities in 2014 by the public and private sectors across the EU2 


8101, This signifies a 22 


% increase from the 2010 R&I investment levels. Investment intensity, defined as 
investment as a share of the GDP, has also increased during the same period, from 0.17 
% in 2010 to 0.19 % in 2014. This increase is due to the private sector, which contributed 
85 % of the total R&I investment in 2014, compared to 80 % in 2010. 


The distribution of investments has not been consistent across the R&I priorities (Figure 
3.5.5). The largest share of funding, almost 40 % of the total in 2014, was dedicated to 
sustainable transport, which has seen a near doubling of R&I investment in the period 
2010-2014 mainly due to the increasing investment from the private sector. Renewables, 
efficient systems and the smart system received comparable amounts of funding over the 
last five years. While R&I funding related to the latter two R&I priorities has increased 
with time, funding for renewable energy has decreased (total R&I investments for 
renewables dropped from EUR 5.5 billion in 2010 to EUR 4.7 billion in 2014). CCUS 
and nuclear safety have a very low share in the overall R&I investments in comparison to 
other priorities, reaching 2 96 and 4 96 of the total in 2014 respectively. R&I funds for 
CCUS have been steadily increasing over the last 5 years, while research funding for 
nuclear safety experiences a continuous decline both from public and private sources. 
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Figure 3.5.5: EU28 total investments in Energy Union R&I and the relative share per 
Energy Union R&I priority (2010-2014). (Data sources: ipt European 
Commission'™) 


The intensity of investment varies significantly across Member States (Figure 3.5.6). In 
2012!% Finland had the highest intensity, as investments in Energy Union R&I priorities 
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While an outlook of private investments for 2013-2014 is available at EU level, the completeness and 
quality of the data for 2013 (and more so for 2014) does not allow for similar estimates at Member 
State level. Thus the presentation of the total investments at Member State level is limited to the period 
2010-2012. 
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represented 0.38 % of GDP, with Germany and Denmark following closely with 
intensities around 0.30 96/9. The R&I intensity in these three countries has however 
decreased compared to 2010, as was the case for a further 13 Member States. The trend 
was similar for the EU28 average for this period. Nonetheless, estimations indicate that 
the EU28 average R&I intensity in 2014 has recovered and increased compared to 2010. 
Six other Member States had intensities between 0.1 % and 0.2 % (Belgium, France, 
Hungary, Netherlands, Austria, and Sweden). 


Total R&I investment in Energy Union priorities as share of GDP* 
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Figure 3.5.6: Intensity of Energy Union R&I investment, defined as a share of GDP per 


Member State (2010-2012). (Data sources: IEA'™, European Commission”, 
Eurostat!) 


3.5.1.2. TRENDS IN PATENTS ON ENERGY UNION R&I PRIORITIES 


In 2012, in the EU, more than 7200 patents? related to the Energy Union R&I priorities 
were filed. The number of patents in the EU28 was similar to that of South Korea and 
higher than that of the USA (around 4500 patents). The EU has been lagging behind 
China and Japan, which produced 18000 and 16000 patents that year respectively (Figure 
3.5.7). Patent generation in China has increased significantly since 2007 and intensified 
after 2010, to the point of overtaking the world-leader Japan in 2012. However, when 
normalised by population, South Korea and Japan are still clear leaders in patenting 
activity, with the rest following at a similar level (Figure 3.5.8). 


165 Luxembourg is also among the Member States with the highest R&I intensity; however, as it is the 


place of registration of a large number of corporate headquarters, relative to the size of the economy, 
calculations of private investment (and in turn of the total) are skewed. Hence, this does not allow for 
direct comparisons. 
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' In the context of this document, the term 'patent' refers to patent families, which include all documents 
(supplementary applications, or applications to different authorities) relevant to a single invention, to 
avoid multiple counting. 
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Figure 3.5.7: Trend of patents filed per year in the Energy Union R&I priorities for the 
EU28 and major international partners (Data source: European Commission!” based on 
EPO data” ) 
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Figure 3.5.8: Patents in topics related to the Energy Union R&I priorities in the EU and 
major international investors; and relative share per Energy Union priority (2005-2014). 
(Data source: European Commission" based on EPO data!” ) 


In all major economies the share of patents in renewables has increased relative to the 
other priorities. Patenting activity in sustainable transport has been increasing in relative 
share in the EU28 while remaining stable or decreasing elsewhere. The increasing trend 
is more prominent after 2006 for renewables and 2009 for sustainable transport. 
Patenting activity on CCUS and nuclear remains very low (Figure 3.5.9). 
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7! European Patent Office - PATSTAT: The Worldwide Patent Statistical Database. 
https://www.epo.org/searching-for-patents/business/patstat.html#tab 1 
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The EU had been a global leader in wind energy patents until 2011, when it was 
overtaken by China. The picture is similar for ocean energy technologies. In the solar PV 
sector, although the EU28 has increased patenting activity after 2006, it is still lagging 
behind Japan, China and South Korea by a large margin. Overall, the EU28 produced the 
same amount of patents in renewables as South Korea in 2012, more than twice as many 
as the USA, but half as many as those produced in China or Japan. 
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Figure 3.5.9: Trend of patents filed per year in the Energy Union R&I priorities for the 
EU28 (2005-2014). (Data source: European Commission" based on EPO data!) 


RIC2: Low-carbon technology patents per million inhabitants: this indicator shows 
the number of patents!" in the field of low carbon technologies as per number of 
inhabitants in a given country. 


Figure 3.5.10 shows the number of patents in Energy Union R&I priorities by Member 
State, normalised by population, for the period 2005-2012. There has been a significant 
growth in patenting activity in Energy Union R&I priorities in recent years, with the 
EU28 average climbing from 4 patents per million inhabitants in 2005 to 14 in 2012. 


Figure 3.5.11 shows the number of patents in Energy Union R&I priorities normalised by 
GDP. Taking into account economic activity rather than population reduces the 
difference between the relative performance of Member States in certain cases, but does 
not significantly affect the general trend and ranking within the EU28'””. Internationally 
however, this indicator would bring China (2.7 patents per billion EUR GDP in 2012), 
which is comparable to the EU28 and the USA in patents per inhabitants (Figure 3.5.8), 
much closer to the performance of South Korea (3.7 patents per billion Euro GDP in 
2012). The patenting intensity of Japan per GDP is twice that of South Korea, while USA 
patents per GDP are just below the level of the EU28. 
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77 Luxembourg is the place of registration of a large number of corporate headquarters, relative to the 
size of the country and the economy; as a result indicators are skewed and do not allow direct 
comparison with other Member States. 
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Figure 3.5.10: Patents in Energy Union priorities normalised by population per Member 
State (2005-2012 jy" (Source: European Commission” based on EPO  data'??, 
Eurostat?! ) 
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Figure 3.5.11: Patents in Energy Union priorities normalised by GDP per Member State 
(2005-2012) '? (Source: European Commission P based on EPO data'**, Eurostat?) 
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While an outlook of patent trends for 2013-2014 is available at EU28 level, the completeness and 
quality of the data for 2013 (and more so for 2014) does not allow for similar estimates at Member 


State level. Thus patent trends at Member State level are limited to the period 2005-2012. 
Idem 149 


Idem 171 
Population change - Demographic balance and crude rates at national level, [demo_gind] INDIC. DE: 


Population on 1 January — total. Available from: 
http://ec.europa.eu/eurostat/tgm/table.do?tab=table&init=1 &language-en&pcode-tps00001 &pluginz1 
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3.5.2. COMPETITIVENESS OF RENEWABLE ENERGY 
The levelised costs of electricity generation (LCOE) are a good indication of the 
competitiveness of a technology across different regions and in comparison with other 
power generation technologies. 


The LCOE is based on economic conditions at the time of the investments and by the 
economic lifetime of the project, the number of full load operating hours per year, and 
the net efficiency of the power generation technology. Therefore, the LCOEs may 
improve fast as cost estimates are rather on the conservative side and markets for new 
technologies develop fast. 


According to the International Renewable Energy Agency (IRENA), between 2010 and 
2014 the LCOE at global level decreased significantly especially for both solar 
photovoltaic (solar-PV) and concentrated solar power (CSP) technologies and to a lesser 
extent for on-shore wind (Figure 3.5.11). 
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Figure 3.5.11: Trends in global renewable energy LCOE 2010-2014 (Source: IRENA'*’) 


The LCOE for hydropower, geothermal, onshore wind and biomass are already 
comparable to the cost range of fossil fuels. LCOE for offshore wind, solar-PV and CSP 
are still above the fossil fuels cost range but started to be competitive in certain contexts 
and also according to the installed capacity. Cost disparities have decreased considerably 


186 The LCOE of a given technology is the ratio of lifetime costs (including e.g. construction, fuel, 
maintenance) to lifetime electricity generation, both of which are discounted back to a common year 
using a discount rate that reflects the average cost of capital. The considered WACC (weighted average 
capital cost) is 8.5 % for OECD countries and China and 10 % for the rest of the world. More 
information on the methodology for the LCOE figures presented in this SWD is available at: 
http://dashboard.irena.org/download/Methodology.pdf 

187 IRENA renewable power generation costs in 2014; 
https://www.irena.org/DocumentDownloads/Publications/IRENA RE Power Costs 2014 report.pdf 
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in favour of new low-carbon technologies also due to policy-induced technological 
progress which foster the decrease in investment costs for solar and wind technologies. 


In 2014, the LCOE ranges for main renewable energy technologies in Europe are 
comparable with the worldwide level, but the average values are still slightly above the 
average in other regions and countries such as US and China. There are several reasons 
for the differences between LCOE estimates across world regions. First, the LCOE is 
calculated based on a portfolio of identified projects, of different sizes and sub- 
technologies and type of applications. Second, the LCOE is influenced by the availability 
of infrastructure and relief, maturity of the local market on a specific renewable 
technology, local prices, permitting and regulatory procedures and costs. Third, the 
differences are related to other factors such as local expertise and workers skills, labour 
rates etc. Therefore, it is very challenging to draw a conclusion based on LCOE only. 


However, it is important to aknowledge that the costs of renewable power technologies 
are falling faster than for conventional power generation technologies and they become 
increasingly competitive or are already an attractive option on the markets. 


Between 2010 and 2015, the LCOE for utility-scale PV fell by 58 % globally" and 
could fall by 57 % more between 2015 and 2025 in case of accelerated deployment and 
faster adoption of best available technology nowadays. 


By 2015, the installation costs of onshore wind decreased by 7 % every time the capacity 
has doubled and there is still potential for a LCOE reduction of 26 % by 2025199, 


For offshore wind, the global LCOE may fall by 35 % by 2025'”. In 2016 in the EU 
there are already signs '?' of an accelerated cost reduction for off-shore wind to below 80 
€/MWh as indicated by a recent report of the European wind industry!” 


LCOE - PHOTOVOLTAIC 2014 LCOE - CONCENTRATED SOLAR 2014 


Source: IRENA Source: IRENA 


188 IRENA. The power to change: solar and wind cost reduction potential to 2025. June 2016. 


http://www.irena.org/DocumentDownloads/Publications/IRENA Power to Change 2016.pdf 
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DI Bloomberg New Energy Finance H2 2016 Offshore Wind Market Outlook reported that in 2016 
several auctions for off-shore wind closed at bid-equivalent LCOEs well below USD 80 /MWh. Few 
examples: Vattenfall with a bid-equivalent LCOE of $81/MWh for the 404MW Horns Rev III auction 
and with a winning bid-equivalent LCOE of $55/MWh for the 350MW Danish ‘near-shore’ tender, 
Dong with a winning bid-equivalent LCOE of $61/MWh for the 700MW Borssele I & II. 

' Wind Europe. Offshore wind can reduce costs to below €80/MWh by 2025. June 2016. 
https://windeurope.org/wp-content/uploads/files/policy/topics/offshore/Offshore-wind-cost-reduction- 


statement.pdf 
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LCOE - ONSHORE WIND 2014 LCOE - OFFSHORE WIND 2014 
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Figure 3.5.12: LCOE for main renewables per technologies and regions in 2014. Source: 
IRENA'? 


Global investments in renewable energy continued to recover in 2015 after the consistent 
drop in 2012 and 2013 induced by the economic downturn. The recovery has been 
facilitated by the continuous increase of investment in China and, to a lesser extent, in 
the US. After a boost in 2014, investments in Europe fell again in 2015 by 21 % to USD 
48.8 bn. 


193 IRENA dashboard available at: http://resourceirena.irena.org/gateway/dashboard/ 
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DÉÓO—-——-— Global Trends in Renewable Energy Investment 2016 $$ IRENA 


By Region 


a56% a54% als a18% v 25 434% a16% v8% v9% SIE A 5% 


300 0 


(0 Wan 
| ED 
2000 | emm 
5 Mrerican jawi US & Brazs 
1120 ted ila 
1000 5 .. Ania and Oceanis (eazi China & india 
4&6 
m M 
2004 2005 2006 


Source Frankfurt School UNEP Centre Bloomberg New Energy Finance (2016) Glo6a! Trends in Renewable Energy investment. 
Note rywytrwre voste saaba for re-nvualed equey Tota values roude estafas f ovde cose deas The repona clussfcater + corsatett wih BNEF 


Figure 3.5.13: Global trends in renewable energy investments, by region. Source: 
IRENA 
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Solar (56 96) and wind (38 96) energy investments have been the highest in 2015, with 
new records for both in terms of absolute values. 
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Figure 3.5.14: Global trends in renewable energy investments, by sector. Source: IRENA 


The turnover of the renewable energy industry in the European Union reached EUR 
143.6 billion in 2014, recording an increase for the second year in a row after the 
turnover reduction between 2010 and 2012.2? In most of the Member States, the 
turnover of the renewable industry increased in 2014 as compared to 2010, while most 
notable decreases were reported in Cyprus, Czech Republic, Belgium and Sweden. 


HT According to Eurobserv'Er barometers on renewable energy, available at: http://www.eurobserv-er.org/ 
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RIC-A1-Turnover of the renewable energy industry in the EU 
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Figure 3.5.15: Turnover of renewable energy in the EU. Source: Eurobserv'Er 
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3.5.3. COHESION POLICY INVESTMENTS SUPPORTING THE ENERGY UNION 


EU Cohesion Policy makes a key contribution to delivering the Energy Union objectives 
on the ground, including significant financial allocations from the European Regional 
Development Fund (ERDF) and the Cohesion Fund (CF), totalling EUR 68.8 billion, 
which will be complemented by national public and private co-financing over 2014-2020 
for investments related to all five dimensions of the Energy Union. 


EUR 29.1 billion of those allocations are foreseen for energy and low-carbon research 
and innovation: 


EUR 13.4 billion for energy efficiency in public and residential buildings; 

EUR 3.3 billion for energy efficiency in enterprises, with a focus on SMEs; 

EUR 1.7 billion for high-efficiency cogeneration and district heating; 

EUR 4.8 billion for renewable energy; 

EUR 2.6 billion from the ERDF currently allocated to research and innovation 
and adoption of low-carbon technologies, with possible increases in the future in 
line with evolving smart specialisation strategies. 

e EUR 34 billion for smart energy infrastructure, including EUR 1.1 billion for 
smart distribution grids and EUR 2.3 billion for infrastructure for smart electricity 
and gas distribution, storage and transmission systems, the latter mainly in less 
developed regions (six Member States currently foresee to use ERDF support for 
energy infrastructure investments of this kind: Bulgaria, Czech Republic, Greece, 
Lithuania, Poland, Romania). 


The use of financial instruments is strongly encouraged for these allocations. Financial 
instruments can recycle contributions from the ERDF and the CF over the long term and 
mobilise private co-investments, ensuring greater impact on the objectives of the Energy 
Union. Currently, 21 Member States plan to invest an estimated EUR 4 billion via 
financial instruments dedicated to supporting the shift towards a low-carbon economy. ^? 
This represents an eight-fold increase as compared to the 2007-2013 programmes. The 
investments will focus on energy efficiency. 


ERDF and Cohesion Fund allocations to energy and low-carbon R&I 2014-2020 
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Figure 3.5.16: ERDF and Cohesion Fund allocations to energy and low-carbon R&I, 
2014-2020. Source: European Commission calculations, based on operational 
programmes (data as of January 2017) 


195 As per estimates provided by Member States in the follow-up to the conclusions of the General Affairs 
Council of 23 June 2015. 
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The remaining EUR 39.7 billion are allocated for directly supporting the move towards 
an energy-efficient, decarbonised transport sector: 


e EUR 16.0 billion for sustainable urban mobility, including clean urban transport 
infrastructure, intelligent transport systems, cycle tracks and footpaths; 

e EUR 23.7 billion for other low-carbon transport, including rail, seaports and 
inland waterways. 


ERDF and Cohesion Fund allocations to low-carbon transport 2014-2020 
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Figure 3.5.17: ERDF and Cohesion Fund allocations to low-carbon transport, 2014- 
2020. Source: European Commission calculations, based on operational programmes 
(data as of January 2017) 


The expected results of the ERDF and CF investments include: 


875 000 families living in homes renovated to reduce energy use; 
Public buildings using 5.2 TWh/year less energy than they do now; 
7 670 MW of additional capacity of renewable energy production; 
3.3 million additional energy users connected to smart grids; 

748 km of new or improved tram and metro lines; 

7 515 km of new or upgraded railway lines; 

9777 km of new or improved inland waterways. 


2014 and 2015 was a time of transition between programme periods. 


On the one hand, very significant investment activities were still ongoing under the 2007- 
2013 programmes, including important investments supporting the Energy Union, with 
ERDF and CF allocations of around EUR 11.9 billion for energy and EUR 38.3 billion 
for low-carbon transport invested in total under these programmes. It is estimated that 
almost half of these allocations —or some EUR 24 billion - was still being spent on the 
ground during 2014-2015, thus making a significant contribution to the Energy Union 
objectives as well as to overall investment levels, growth and jobs. '?6 


On the other hand, activities related to the 2014-2020 programme period focussed mainly 
on preparation and adoption of the new programmes. The new legislative framework for 
implementing the European Structural and Investment Funds (ESI Funds)!’ over the 
2014-2020 period has introduced a number of provisions aimed at improving the 
effectiveness and European added value of the funds. 


P5 The last reports on the period 2007-2013, due by end March 2017 for ERDF and CF, will provide the 
final picture on financial completion and physical achievements. 
197 ERDF and CF are part of the ESI Funds. 
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Nevertheless, many of the new programmes already made progress with the first rounds 
of project selection. The majority of Member States got started already in 2014 and 2015 
with selecting concrete projects in the Energy Union areas under the 2014-2020 
programmes. Across the EU as a whole, over 1 200 projects had already been selected by 
end 2015/75, corresponding to almost EUR 1.7 billion of ERDF or CF funding 
contribution including EUR 580 million for energy efficiency projects, EUR 145 million 
for renewable energy projects, EUR 686 million for rail projects, EUR 60 million for 
urban mobility projects and EUR 98 million for low-carbon R&I projects. In particular 
Ireland, Finland, Lithuania, Sweden and Estonia have kick-started the implementation of 
their Energy Union measures under the new programmes, with project selection rates in 
this area between 14 and 41 96 already at the end of 2015. Member States reporting also 
shows that EUR 894 million had already been committed to financial instruments 
supporting low carbon economy, which is another sign of implementation progress 
underway ”. 


198 Project selection data by end 2016 will be available in the first quarter of 2017. 

' Based on Annual Implementation Reports from Member States. Source: Financial instruments under 
the European Structural and Investment Funds. Summaries of data on the progress made in financing 
and implementing the financial instruments for the programming period 2014-2020 in accordance with 
Article 46 of Regulation (EU) No 1303/2013 of the European Parliament and of the Council. Situation 
as at 31 December 2015, Brussels: European Commission, 2016. 
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3.5.4. EMPOWERING LOCAL INITIATIVES: COVENANT OF MAYORS 
COMMITMENTS AND ACHIEVED GHG EMISSION REDUCTION 


The GHG mitigation commitment of the Covenant of Mayors for Climate and Energy 
signatories is related mainly to the emissions associated with energy consumption in 
sectors which can be influenced by the local authority (housing, services and urban 
transport) leaving out other emitters such as ETS industry and transport outside the 
mandate of the local authority (e.g. highways). 


All together, the Covenant's signatories committed to an ambitious 27 % GHG emission 
reduction target by 2020, i.e. 7 percentage points higher than the EU28 GHG target by 
2020. The cumulative emission reduction of the Covenant signatories from EU28 is 
estimated to deliver about 31 % of the requested reduction from 2005 levels to 2020 
target. 


Results from 315 submitted monitoring inventories (covering 25.5 million inhabitants 
and mainly the period 2012-2014) reveal an already achieved 23 % overall GHG 
emissions reduction. This decrease was driven by: 


e GHG emissions due to electricity consumption decreased by 17 % as compared to the 
baseline due to a less carbon intensive fuel mix and more efficient electricity 
generation power plants; 

e GHG emission in buildings for heating and cooling decreased by 36 % as compared 
to the baseline, driven by improved energy efficiency in buildings and consequent 
lower energy consumption levels, more efficient local heat production from district 
heating networks, and by increasing shares of renewable sources in decentralised 
local heating production; 

e GHG emissions in the transport sector decreased by 7 % as compared to the baseline 
driven by more efficient vehicles, increase of shares of biofuels, shift towards public 
transportation and electric mobility. 


These results underline the interconnected nature of climate mitigation and energy 
efficiency actions adopted at local level. The Covenant signatories adopted a range of 
policies and measures for improving energy efficiency though building regulations, 
increasing of renewable energy share, integrating district energy systems and a gradual 
transformation to more efficient and sustainable transportation. 


At the cut-off date of the analysis 9, there were a total of 6,201??! Covenant signatories 


covering 213 million inhabitants out of which 85 96 from EU28 representing 36 96 of the 
total EU28 population^??, The peculiarity of the Covenant movement is the participation 
of the small and medium towns (with less than 50 000 inhabitants) in the effort to reduce 
the GHG emissions (89 % from total signatories). 


Table 3.5.1: Average GHG emission per capita in Covenant Baseline Emission 
Inventories and corresponding estimates by 2020. 


90: A. Kona, G. Melica, A. Iancu, B. Koffi, P. Zancanella, S. R. Calvete, P. Bertoldi, G. Janssens- 
maenhout, and F. Monforti-Ferrario, Covenant of Mayors : Greenhouse Gas Emissions Achievements 
and Projections, EUR 28155. Luxembourg: Publications Office of the European Union, 2016 

21 6,201 signatories cover 6,926 local authorities, of which 725 have adopted joint action plans, thus 
resulting in a lower number of signatory profiles. 

?? UNDESA 2011: average from 2008-2011 
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Number of Population Average GHG Estimated Average | Relative 
Sustainable covered by the emission per capita | GHG emission per | change by 
Energy assessed in Baseline Emission capita by 2020 2020 
Country | Action Plans Sustainable Inventories 
assessed Energy Action 
Plans [t CO» [t CO» 
eq/capita*year] eq/capita*year] 

EU28 5,332 157,659,365 522 3.76 -28.0 96 
BE 176 5,633,762 5.4 4.3 -20.4 % 
BG 23 2,442,526 3.51 2.68 -23.6 % 
CZ 5 344,041 4.86 3.66 -24.7 % 
DK 36 2,943,800 7.31 5.39 -26.3 % 
DE 57 15,068,945 9.03 5.48 -39.3 % 
EE 3 422,608 9.42 7.53 -20.1 96 
IE 5 1,357,065 10.79 8.59 -20.4 % 
EL 96 4,364,270 5.26 4.04 -23.2 % 
ES 1376 25,453,645 4.72 3.65 -22.1 % 
FR 78 13,724,978 4.87 3.72 -23.6 % 
HR 61 1,848,654 3.45 2.68 -22.3 % 
IT 2953 37,175,572 4.61 3.42 -25.8 96 
CY 24 474,252 7.55 5.44 -27.9 % 
LV 19 1,359,685 3.62 1.82 -49.7 96 
LT 14 1,441,101 4 2.1 -47.5 96 
LU 1 2,200 10.59 7.41 -30.0 % 
HU 27 2,443,324 5.33 4.13 -22.5 96 
MT 24 104,909 5.01 3.78 -24.6 96 
NL 17 3,512,259 7.26 4.81 -33.7 96 
AT 12 1,713,236 4.74 3.59 -24.3 % 
PL 34 3,629,693 6.41 5.08 -20.7 96 
PT 111 5,763,853 4.86 3.67 -24.5 % 
RO 52 3,209,632 3.18 2.44 -23.3 % 
SI 29 719,466 7.57 5.98 -21.0 % 
SK 4 526,032 5.11 4.08 -20.2 96 
FI 10 1,594,207 6.93 5.24 -24.4 % 
SE 52 3,712,333 6.15 3.45 -43.9 % 
UK 33 16,672,417 6.63 4.34 -34.5 96 
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3.5.5. ENERGY PRICE AND COST DEVELOPMENTS IN A GLOBAL PERSPECTIVE 


The Energy Union strategy underlined that energy price differences compared with other 
economies has an impact on the competitiveness of the EU industry. In fact, compared 
with other factors of production, energy plays a relatively modest role in the formation of 
the gross value added in most sectors of the EU economy. In 2014, the share of 
purchased energy was only 2.1 % of the total production value in the manufacturing 
sector.”°? However, several important manufacturing sectors rely on energy as a critical 
factor of production. For such energy intensive industries, energy prices and costs can 
indeed have a significant impact on their international competitiveness compared to our 
trading partners. 


In this section, we provide an international comparison of wholesale energy prices (these 
are generally deemed representative for the largest energy consumers) and retail energy 
prices for industrial consumers. It should be borne in mind that, when comparing 
international prices, the evolution of the exchange rates can play a very significant role, 
potentially masking or accentuating the price trends in national currencies. 


The section also provides comparative information on real unit energy costs in the EU 
and in major trading partners. In addition to energy prices, energy costs are also 
influenced by energy intensity. Accordingly, the rise of energy prices can be offset by 
improvements in terms of energy intensity, for example by the increasing specialisation 
on less energy intensive industries or improvements of energy efficiency. 


The report on energy prices and costs in Europe?" provides further details on the effects 
of energy prices and costs on the structure and the competitive position of the European 
economy, both at a broad macro-economic level and in sectors of selected energy 
intensive industries. The report also provides an analysis of the various components of 
energy prices, including network costs, taxes and levies. 


203 Eurostat Structural Business Statistics, Annual detailed enterprise statistics for industry (NACE Rev. 2, 
B-E); the average does not include Ireland, Malta and Poland for which no data is available. 
?"* SWD(2016) 420 final 
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3.5.5.1. WHOLESALE ELECTRICITY PRICES 
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Figure 3.5.18: Wholesale electricity prices in Europe, the US, Japan and Australia 
Source: Platts (EU), PJM and ERCOT (US), JPEX (Japan), AEMO (Australia) 


Since 2010, with the exception of some short periods, wholesale electricity prices in the 
US were below the European power benchmark, Platts' Pan-European Power (PEP) 
index. In the first half of 2016, US prices were 35 % lower than the EU average. The 
difference is driven by low generation costs in the US, predominantly based on cheap 
domestic natural gas production. During the last few years, low gas prices triggered an 
increase of gas-fired generation, partly squeezing out coal from the power generation 
mix. Due to the increasing dependence on gas-fired generation, US power prices are 
more volatile than their peers in Europe, since gas prices are sensitive to changes in 
weather conditions. During the last few years, electricity generation costs also decreased 
in the EU, helped by subdued demand, falling fossil fuel prices and the gradual 
penetration of renewables into the power mix. As a result, the EU-US price gap shrunk. 


Over the last few years, Japanese wholesale electricity prices have been consistently 
higher than in the EU. The price differential has peaked in the wake of the Fukushima 
nuclear power plant accident, as cheap nuclear generation has been replaced by gas-fired 
plants. However, since 2014, as LNG import prices became lower and some nuclear 
reactors have been restarted, power generation costs decreased, putting pressure on 
wholesale electricity prices. By 2016, the Japanese wholesale electricity prices returned 
to the pre-Fukushima levels but remained well above European prices. In the first half of 
2016, Japanese prices were still almost twice as high as in the EU. 


In 2010-2015, wholesale electricity prices in Australia were typically below the EU 
average and comparable to US prices, facilitated by abundant domestic coal resources. 
Since the end of 2015, however, Australian prices grew as a result of temporary reasons 
and exceeded the European PEP index. 


It is important to recall that there is a significant variation of wholesale electricity prices 


in different EU Member States, and the actual price can be well above or well below the 
PEP index (see section 3.2.3.). 
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3.5.5.2. | WHOLESALE GAS PRICES 
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Figure 3.5.19: International comparison of wholesale gas prices. Sources: Platts 


The above figure shows an international comparison of wholesale gas prices, covering 
the US (Henry Hub), the UK (NBP hub) and Japan (JKM spot price). In 2010-2013, there 
has been a marked diverging trend, with huge differences emerging between the regional 
benchmarks. Since 2014, however, wholesale prices decreased significantly in all 
regions, leading to a convergence of regional prices. 


As already mentioned in the previous section, Japanese gas demand increased after the 
Fukushima accident, putting LNG prices on an upward trajectory. From 2014, however, 
LNG prices showcased a big decrease, with Japanese landed prices decreasing by nearly 
80 % between February 2014 and April 2016. LNG prices started to fall at the end of the 
2013/2014 winter, mainly because of weak demand in Asia, the biggest LNG market, 
coupled with increasing global supply. Unlike in previous years, the 2014/2015 and 
2015/2016 winters failed to reverse the downward trend and Japanese prices continued to 
fall. By the second quarter of 2016, Japanese spot LNG prices were on a par with the 
price at NBP, the UK gas hub. This was a major change compared to previous years 
when the Japanese LNG price had a premium of 3-10 USD/mmbtu over the NBP price. 


Since 2010, with the onset of the shale gas boom, US gas prices have been consistently 
lower than European and Asian prices. The average monthly Henry Hub price remained 
below 3 USD/mmbtu since January 2015, and temporarily dropped below 2 USD/mmbtu 
in late 2015 and in the first half of 2016. While the fall of the oil price cut the production 
of associated gas from oil shale plays, the resulting cost deflation helped the gas 
producers as they focus on gas-rich fields. 


European prices have also decreased significantly since 2014, as a result of a 
combination of factors: weak demand, steady LNG imports and falling oil-indexed prices 
put pressure on hub prices. The depreciation of the euro also contributed to this trend by 
lowering European prices expressed in US dollars. As a result, the difference between the 
NBP and the Henry Hub price decreased to an average 2 USD/mmbtu in the first nine 
months of 2016 while in 2011-2013 this gap was 4-9 USD/mmbtu. 
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Again, it is important to recall that wholesale gas prices vary across EU Member States, 
with most countries having a higher price than NBP, the UK hub price (see section 
3.2.3). 


3.5.5.3. RETAIL PRICES PAID BY INDUSTRIAL USERS 


While wholesale prices serve as a proxy for the energy prices paid by the largest 
industrial users, it is also essential — when studying economic and industrial 
competitiveness — to consider the final price paid by end consumers. Therefore, Figure 
3.5.20 and Figure 3.5.21 compare final electricity and gas prices paid by industrial users 
in EU Member States and some trading partners. 


Even within a single country, there can be large discrepancies in the prices paid by 
industrial users, depending on the consumption band considered. At the same time, 
averages for the whole industrial sector can hide a huge variation of situations across the 
wide spectrum of industrial sectors and sub-sectors. At the level of individual companies, 
energy prices can also vary depending on their energy supply strategies, consumption 
level and patterns, connection type to grids as well as price and tax exemptions and 
reductions. Besides this complexity of energy prices, data availability issues and 
methodological limitations make international comparisons difficult. Some general 
observations can nevertheless be provided but the information presented below is only 
indicative. 


Electricity end-user prices paid by industrial customers (without VAT and rec. taxes, second half of 2015) 


@ Median consumption (between 500 MWh aed 2 000 MW) Max * EA Source Eurostat and IEA 


Figure 3.5.20: Electricity end-user prices paid by industrial customers (without VAT and 
rec. taxes, second half of 2015). Source: European Commission services calculations, 
based on Eurostat and IEA 


End user prices for electricity show that, in line with comparisons made on wholesale 


markets, prices paid by industrial users in the US are lower than in most EU Member 
States while Japanese prices typically exceed European prices. 
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Gas end-user prices paid by industrial customers (without VAT and rec. taxes, second half of 2015) 
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Figure 3.5.21: Gas end-user prices paid by industrial customers (without VAT and rec. 
taxes, second half of 2015). Source: European Commission services calculations, based 
on Eurostat and IEA 


For gas, there is a much wider range of variation across international competitors, with a 
six-fold difference between Canadian and Swiss prices. End user gas prices for industrial 
users in the US and Canada are clearly below the prices paid in any EU Member State. 
On the other hand, industrial users in Korea and Switzerland typically pay more than 
their EU counterparts (data for Japan is not available). 


3.5.5.4. ENERGY COSTS 


RIC3-Real unit energy costs: This indicator measures the amount of money spent on 
energy needed to obtain one unit of value added in the manufacturing sector (excluding 
refineries5), The higher the value of this indicator the higher the energy cost component 
is in the overall cost structure of the manufacturing sector of a given Member State. 


Looking at energy prices only is not sufficient to assess its impact, as energy efficiency 
plays an important role with respect to the energy costs faced by the manufacturing 
sector. Therefore, the emphasis is put below on an indicator — the real unit energy costs 
(RUEC) — combining energy prices and energy intensity to assess the significance of 
energy costs in the manufacturing sector. Results are presented as percentage of value 
added for the manufacturing sector (excl. refineries). 


Compared to its main economic partners, the EU manufacturing industry had in 2014 the 
second lowest RUEC as a percentage of value added (just after the USA). China, Russia 


?5 The refineries are excluded from the real unit energy costs in the manufacturing sector because there is 


not available a further disaggregation of the costs related to purchased energy into cost for energy 
carriers as input material to be processed and costs of energy consumed for supporting the 
manufacturing process. Therefore a potential introduction of refineries in the calculation of the real 
unit energy costs of manufacturing sector will provide an exaggerated and not realistic cost of energy. 
See Mhttp://ec.europa.eu/economy finance/publications/european economy/2014/pdf/eel en.pdf for 
introduction to the concept of RUEC. 
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and Japan show substantially higher values than the EU. The good performance of the 
EU is mostly explained by the low levels of energy intensity of the manufacturing sector 
which has helped to compensate higher real energy prices. 


In the EU, the evolution of RUEC for Member States between 2005 and 2014 is in 
general characterised by an upward trend, especially up to 2011. Afterwards, a slow 
decline of RUEC can be observed in most of the EU Member States. 


Across the EU Member States, the heterogeneity of RUEC levels is rather wide. For 
some Member States the RUECS are sensibly lower than the EU average while others on 
the contrary display levels that are significantly higher, not only than the average but also 
than the levels of their main international competitors. In 2014, the Member States for 
which the RUEC were the highest were Bulgaria, Cyprus and Belgium. This can be 
explained by a certain concentration of the industrial sector in energy intensive industries 
for some of these countries, but also by low performance in terms of energy intensity for 
the manufacturing sector in general. 


At the EU level, RUEC increased by 11.5 % between 2005 and 2014. The increase over 
the period 2005-2011 was 19.3 % while the decline over 2011-2014 was -6.6 %. The 
decrease over the latter period was also supported by improved energy efficiency 
(ndicated by lower energy intensity and by the decomposition analysis presented at 
chapter 3.3). 


RIC3-Real unit energy costs (% of value added) in the manufacturing sector (excl. refining) 
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Figure 3.5.22: Real unit energy costs (96 of value added) in the manufacturing sector 
(excl. refining). Source: European Commission DG ECFIN calculations, based on the 
World Input-Output Database (WIOD) 


?" The RUEC indicator enables to compare the relative importance of energy input over time also by 
bringing together the value of energy inputs (i.e. unit energy price) and energy intensity (the reciprocal 
of energy productivity). 
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Figure 3.5.23: Contribution to annual growth rate of real unit energy costs 2010-2014 — 


Manufacturing excl. refining). Source: European Commission DG ECFIN calculations 
based on WIOD and JRC 
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ANNEX 1: DEFINITION AND SOURCES FOR SELECTED INDICATORS 


Energy Security, solidarity and trust 


Net Import dependency (total and by energy carriers): 
o Definition: Net import dependency shows the extent to which a country 


relies upon imports in order to meet its energy needs. It is calculated based 
on the following formula also used by statistics institutes such as 
EUROSTAT: (imports-exports) / (gross inland consumption +bunkers). A 
negative dependency rate indicates a net exporter of energy, while a 
dependency rate in excess of 100 96 indicates that energy products have 
been stocked. 

Source: Eurostat database, complete energy balances, annual data 
[nrg 110a] 


o Link to Eurostat database: http://ec.europa.eu/eurostat/data/database 
Supplier concentration index 
o Definition: this indicator measures the importance of total imports of main 


energy carriers to an EU MS from suppliers outside of the European 
Economic Area (EEA), thus disregarding flows within the EEA area in the 
volume of imports of a Member State A country-specific supplier 
concentration index by fuel is computed as the sum of squares of the 
quotient of net positive imports from a partner to an importing country 
(numerator) and the gross inland consumption of that fuel in the importing 
country (denominator) Smaller values of SCI indicate larger 
diversification and hence can be seen as a proxy for lower risk to energy 
supply shocks. All else equal, SCIs will be lower in countries where net 
imports form a smaller part of energy consumption. SCIs will also be 
lower in a country using a well-balanced source of imports. 

Source: EC services based on Eurostat data 

Used in: Commission Staff Working Document on an in-depth study of 
European Energy Security 

Link: 

http://ec.europa.eu/energy/sites/ener/files/documents/20140528 energy s 
ecurity study O.pdf 


Member States' position as regards the N-1 criteria (2015) 
o Definition: It is an indicator of infrastructure adequacy as it tests the 


resilience of the system ensuring that gas demand on extremely cold days 
can be covered even if the largest infrastructure fails??. The indicator is 
calculated by the Member States. It is the % of total demand that can be 
satisfied with the remaining infrastructure in the event of a disruption of 
the single largest gas infrastructure. 


208 Norway is the only EEA country exporting significant volumes of gas and oil to the EU. 


° Regulation (EU) No. 994/2010 obligates Member States to fulfil the N-1 standard. 
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o Source: Member States' Risk Assessments and Preventive Action Plans, 
JRC calculations. 


A fully-integrated internal energy market 


e Interconnection capacity for electricity in 2014 
o Definition: it is the ratio of electricity interconnection capacity of a given 
Member State by its total generation capacity. 
o Source: European Commission based on ENTSO-E scenario outlook and 


adequacy forecast 2014 

o Used in Communication "Achieving the 10 % electricity interconnection 
target" 

o Link: http://ec.europa.eu/priorities/energy- 


union/docs/interconnectors en.pdf (page 5) 
e Market concentration index for power generation: 
o Definition: this indicator is based on the Herfindahl Hirschman Index 
(HHI) and is defined as the sum of the squared market shares of the three 
largest electricity generation companies measured in percentages of total 
installed capacity, with 10,000 corresponding to a monopoly. 
o Source: European Commission calculations, based on Platts data 
e Cumulative Market Share Power Capacities, Main Entities 
o Definition: the combined share from total generation capacity of the 
electricity generating companies having a share of more than 5 % of 
national electricity generation. 
Source: Eurostat 
Link: http://ec.europa.eu/eurostat/statistics- 
explained/index.php/Electricity market indicators 
e Cumulative Market Share Power Generation, Main Entities 
o Definition: the combined market share of the electricity. generating 
companies having a share of more than 5 % of national electricity 
generation. 
o Source: Eurostat 


Link: http://ec.europa.eu/eurostat/statistics- 
explained/index.php/Electricity market indicators 


e Market concentration index for wholesale gas supply: 

o Definition: this indicator is based on the Herfindahl Hirschman Index 
(HHI) and is defined as the sum of the squared market shares of the 
wholesale gas supply companies measured in percentages of total 
wholesale gas supply, with 10,000 corresponding to a monopoly. 
Source: ACER 
Used in ACER/CEER monitoring on the internal electricity and gas 
markets 

o Link: http://www.acer.europa.eu/Media/News/Pages/MMR-Presentation- 


2015.aspx 
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e Cumulative market share of main gas retailers 
o Definition: the combined market share of the gas importers with a market 
share of 5 96 or more. 
Source: Eurostat 


Link: http://ec.europa.eu/eurostat/statistics- 
explained/index.php/Natural gas market indicators 


e Wholesale gas prices 
o Definition: this indicator presents gas prices as available on wholesale 
markets. It is the simple average of annual gas prices for a country, based 
on data and methodology developed in Quarterly report on European gas 
markets ?'?, 
Source: European Commission 


Used in Quaterly gas markets report 


Link to quarterly reports: https://ec.europa.eu/energy/en/statistics/market- 
analysis 
e Wholesale electricity prices: 
o Definition: this indicator presents electricity prices as available on 
wholesale markets. It is the simple average of annual electricty prices for 
a country, based on data and methodology developed in Quarterly report 
on European electricity markets?! !. 
o Source: European Commission 
Used in Quaterly electricity markets report 
Link to quarterly reports: https://ec.europa.eu/energy/en/statistics/market- 
analysis 
e Annual switching rates-electricity - household customers: 
o Definition: this indicator measures the percentage of final electricity 
consumers changing suppliers in a given year. 
o Source: ACER (from the source at the link below and bilateral 
communication) 
o Used in ACER/CEER monitoring on the internal electricity and gas 
markets 
o Link: http://www.acer.europa.eu/Media/News/Pages/MMR-Presentation- 
2015.aspx 
e Annual switching rates - gas - household customers: 
o Definition: this indicator measures the percentage of final gas consumers 


changing suppliers in a given year. 
o Source: ACER (from the source at the link below and bilateral 
communication) 


The European Commission's Quarterly Reports on European gas and electricity markets are available 
here: https://ec.europa.eu/energy/en/statistics/market-analysis 


The European Commission's Quarterly Reports on European gas and electricity markets are available 
here: https://ec.europa.eu/energy/en/statistics/market-analysis 
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o Used in ACER/CEER monitoring on the internal electricity and gas 
markets 
o Link: http://www.acer.europa.eu/Media/News/Pages/MMR-Presentation- 
2015.aspx 
e Market Performance Indicator of retail gas and electricity services 
o Definition: Market Performance Indicator' (MPI) is a composite index 


taking into account four key aspects of consumer experience: the ease of 
comparing goods or services on offer, consumers’ trust in 
retailers/suppliers to comply with consumer protection rules, problems 
experienced and the degree to which they have led to complaints and 
consumer satisfaction (i.e. the extent to which the market lives up to what 
consumers expect). The four components of the index are weighted 
equally and the maximum total score is 100. 

o Source: Consumer Market Monitoring Surveys carried out by Directorate- 
General for Justice and Consumers (DG JUST), European Commission. 
Available at: 
http://ec.europa.eu/consumers/consumer evidence/consumer scoreboards 
/market monitoring/index en.htm 

e Share of household customers with electricity and gas smart meters 

o Definition: it is the share of households customers with smart meters in 
total households supplied by electricity/gas in the country 

o Source: ACER/CEER data, also presented in the ACER Market 
Monitoring Report 2015. Available at: 


http://www.acer.europa.eu/Official documents/Acts of the Agency/Publ 
ication/ACER Market Monitoring Report 2015.pdf 
e Energy affordability 
o Definition: this indicator is defined as the share of energy related 
expenditure in total household expenditure for the lowest quintile (i.e. 


poorest 20 % of population). The indicator is based on the Household 
Budget Survey (HBS) undertaken by EUROSTAT, for which expenditure 
data are collected every 5 years. 

o Source: it is based on the ad-hoc data collection exercise undertaken by 
the Commission with support of Eurostat and Member States' statistical 
offices. It is an update of the Household Budget Survey organised by 
Eurostat every 5 years and available in Eurostat database [hbs str t223] 

e Harmonised index of consumer prices - electricity, gas and other fuels weight 
into total household expenditure 

o Definition: Share of energy products in households' expenditure (transport 
fuels excluded), as used for the calculation of HICP. HICP are economic 
indicators that measure the change over time of the prices of consumer 
goods and services acquired by households. In other words, they are a set 
of consumer price indices (CPI) calculated according to a harmonised 
approach and a single set of definitions. Undertaken by EUROSTAT. 

o Source: Eurostat [prc hicp inw] 
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Inability to keep home adequately warm. 

o Definition: The share of low income households (those being below 60 96 
of the median national income) that cannot afford to keep their homes 
adequately warm. 

Source: SILC [ilc mdes01] 
Link: 
http://appsso.eurostat.ec.europa.eu/nui/show.do?datasetzile mdesO1&lan 
g=en 
Households electricity prices 


o Definition: electricity price paid by household consumers in consumption 
band DC (2 500 kWh « Consumption « 5 000 kWh) in the second half of 
the year, all taxes and levies included. 

o Source: Eurostat database at [nrg pc. 204] 

Households gas prices 

o Definition: gas price paid by household consumers in consumption band 
D2 (20GJ « Consumption « 200GJ) in the second half of the year, all 
taxes and levies included. 

o Source: Eurostat database at [nrg pc 202] 

Share of taxes in retail electricity prices - households 

o Definition: the share of taxes and levies from the electricity price paid by 
household consumers in consumption band DC (2 500 kWh « 
Consumption < 5 000 kWh) in the second half of the year. 

o Source: Eurostat database at [nrg pc. 204] 

Share of taxes in retail gas prices - households 

o Definition: the share of taxes and levies from the gas price paid by 
household consumers in consumption band D2 (20GJ « Consumption « 
200GJ) in the second half of the year. 

o Source: Eurostat database at [nrg pc 202] 

Share of fuel related taxes, i.e. for gasoline, diesel and heating oil 

o It measures the amount of taxes (VAT, excise duty and other indirect 
taxes), from the consumer price of motor gasoline (Euro-super 95), diesel 
(automotive gas oil) and heating oil (heating gas oil) respectively 

o Source: Weekly Oil Bulletin, DG Energy, available at 
https://ec.europa.eu/energy/en/data-analysis/weekly-oil-bulletin 


Energy Efficiency and moderation of energy demand 


Primary energy consumption: 
o Definition: Primary energy corresponds to the Gross Inland consumption 
minus final non-energy consumption. 
o Source: based on EUROSTAT database table [nrg 110a], also presented 
in DG ENER country datasheets released annually at: 


https://ec.europa.eu/energy/en/statistics/country 
Final energy consumption: 
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o Definition: total energy consumed by end users, such as households, 
industry, transport and services. It is the energy which reaches the final 
consumer's door and excludes that which is used by the energy sector itself. 

o Source: Eurostat database, complete energy balances, annual data 
[nrg 110a] 

Primary energy intensity: 

o Definition: Primary energy intensity is the primary energy consumption per 
unit of GDP. Primary energy intensity gives an indication of the 
effectiveness with which primary energy consumption produces added 
value. It is defined as the ratio of Primary Energy Consumption to Gross 
Domestic Product. 

o Sources: primary energy consumption (as from above). GDP data in euro, 
chain linked volumes 2010 from Eurostat database [nama, 10. gdp] 

Final energy intensity in industry: 

o Definition: final energy consumption of industry divided by gross value 
added for industry and construction sectors. 

o Sources: final energy consumption of industry (Eurostat database 
[nrg 110a], gross value added for industry and construction sectors 
(chain linked volumes 2010): Eurostat database [nama. 10. a10]. 


Final energy consumption in industry sector 
o Definition: The final energy consumed in the industry sector 
o Source: final energy consumption in transport sector from Eurostat database 
[nrg 110a] 
Final energy consumption per m2 in residential sector, at normal climate 

o Definition (as in Odyssee): It is obtained by dividing the energy 
consumption per dwelling at normal climate, by the average size of 
dwellings (floor area). Climate normalisation is performed for the energy 
consumption used for heating only and by the use of heating degree-days 
(i.e. ratio of actual heating degree days in a year and the mean heating 
degree-days over a 25 years period). 

o Source: Odyssee project, from the online database at below link and early 
updates through direct communication between Commission and 
ENERDATA, technical coordinator of the project. 
http://www.indicators.odyssee-mure.eu/energy-efficiency-database.html 

Final energy consumption of households as per capita. 
o Definition: it is the final energy consumption of the residential sector 
divided to the population of the country 
o Source: Eurostat database, final energy consumption of households from 
[nrg 110a] and total population in the country at 1° January from 
[demo pjan] 
Final energy consumption in household sector 
o Definition: The final energy consumed in the household sector 
o Source: final energy consumption in transport sector from Eurostat database 
[nrg 110a] 
Final energy consumption in transport sector 
o Definition: The final energy consumed in the transport sector 
o Source: final energy consumption in transport sector from Eurostat database 
[nrg 110a] 
Share of collective land transport in all passengers' transport means 
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o Definition: it is the share of trains, motor coaches, buses and trolley buses in 
total passenger transport 
o Source: Eurostat database, modal split of passenger transport 
[tran_hv_psmod] 
e Final energy intensity in services sector 
o Definition: final energy consumption in services sector divided by gross 
value added for services related sectors 
o Sources: final energy consumption of services (Eurostat database 
[nrg_110a]), gross value added for services sectors (chain linked volumes 
2010), as the sum of the NACE codes G to U: Eurostat database 
[nama, 10 al10]. 
e Final energy consumption in services sector 
o Definition: The final energy consumed in the services sector 
o Source: final energy consumption in transport sector from Eurostat database 
[nrg 110a] 


Decarbonisation 


e Greenhouse gas emissions reductions (base year 1990) 

o Definition: The Greenhouse gas emissions are calculates as the sum of the 
total GHG emissions (without LULUCF and with indirect CO2 emissions) 
and the CO2 emissions of international aviation. The GHG emission 
reduction is calculated as the difference between GHG emissions in the 
given year and in the base year 1990 , divided to GHG emissions in the 
base year 1990 

o Source: EEA/UNFCCC carbon inventories, i.e. Total (without LULUCF, 
with indirect CO2) and 1.D.1.a - International Aviation. It is also available 
at the EEA data viewer from: http://www.eea.europa.eu/data-and- 
maps/data/data-viewers/greenhouse-gases-viewer 


e Gap between greenhouse gas emissions projections and target in 2020 in the 
effort sharing sectors 
o Definition: This indicator monitors progress of each Member State 
towards its EU 2020 GHG emission target in the Effort sharing sectors. 
The projections for the year 2020 in the effort sharing sectors are 
estimated by the Member States taking into account existing measures. 
The EU 2020 target is set by the Effort Sharing Decision (ESD), which 
provides national binding targets from 2013 to 2020 for each Member 
State. The gap is expressed as a percentage of base year emissions (2005). 
o Source: EEA, European Commission 
o Used in Climate Action Progress Report 
o Link:http://ec.europa.eu/clima/policies/strategies/progress/documentation 
 en.htm 
e Gap between latest (proxy) inventory of Effort Sharing emissions and interim 
targets 
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o Definition: This indicator measures the gap between the latest 
approximated inventory emissions available?" 

sharing target expressed as a percentage of base year emissions (2005). 

Source: EEA, European Commission 

Used in Climate Action Progress Report 

Link:http://ec.europa.eu/clima/policies/strategies/progress/documentation 


 en.htm 


and its respective effort 


e Greenhouse gas intensity of the economy 
o Definition: this indicator represents Member States' emissions relative to 
Gross Domestic Product. A lower value indicates that a particular 
economy is less carbon intensive. 
Source: EEA, European Commission 
Used in Climate Action Progress Report; Staff Working Document. 
Link:http://ec.europa.eu/clima/policies/strategies/progress/documentation 
 en.htm 
e Greenhouse gas emissions per capita 
o Definition: The greenhouse gas emission level per capita is the ratio of the 
greenhouse gas emissions to population. 
o Source: EEA, European Commission, Eurostat 
Used in Climate Action Progress Report; Staff Working Document. 
Link:http://ec.europa.eu/clima/policies/strategies/progress/documentation 
_en.htm 
e Land Use, Land-Use Change and Forestry (LULUCF) emissions 
o Definition: it represents the emissions and removals (mainly CO») from 
agricultural land use and forestry (LULUCF) 
o Source: EEA/UNFCCC carbon inventories, i.e. code 4 - Land Use, Land- 
Use Change and Forestry (and sub-divisions). It is also available at the 


EEA daa viewer from: http://www.eea.europa.eu/data-and- 
maps/data/data-viewers/greenhouse-gases-viewer 


e Average CO»; emissions of new passenger cars 

o Definition: This indicator measures the average CO2 emissions from new 
passengers cars sold in a country in a given year, in order to observe 
progress towards energy efficient, decarbonised transport sector. As such, 
it provides indications as regards developments of a low carbon fleet of 
passenger cars. The lower the value, the less carbon intensive new sold 
cars are, leading to a general improvement of the fuel economy. 
Source: European Environment Agency 
Used in: EEA publications: Monitoring CO; emissions from passenger 
cars and vans, progress towards achieving the Kyoto and EU2020 
objectives 


?? Based on 2015 proxies provided by Member States under article 8 of Regulation 525/2013 or estimated 
by European Environmental Agency on behalf of the Commission, where needed. 
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o Link: http://www.eea.europa.eu/highlights/new-cars2019-co2-emissions- 

well 
e Share of ETS in total GHG emissions 

o Definition: Is the share of an "artificial total" GHG emissions (without 
LULUCF, with indirect CO2) - NF3 - CO2 emissions from domestic 
aviation (MS inventories extracted by EEA) 

Source: EEA, European Commission, 
Used in Climate Action Progress Report, Staff Working Document. 
Link:http://ec.europa.eu/clima/policies/strategies/progress/documentation 
_en.htm 

e GHG intensity of power & heat generation 

o Definition: it is the ratio between GHG emissions related to public 
electricity and heat production and the gross electricity and heat 
generation. 

o Sources: EEA/UNFCCC carbon inventories, i.e. code 1.A.1.a - Public 
Electricity and Heat Production and Eurostat database tables [nrg 105a] 
and [nrg. 106a] 

e Share of renewable energy in gross final energy consumption 

o Definition: this indicator monitors progress towards renewable energy 
developments as it is defined and statistically collected by Eurostat under 
the Renewable Energy Directive”. 

o Source: Eurostat 
o Usedin SHARES tool 
o Link: http://ec.europa.eu/eurostat/web/energy/data/shares 


e Renewable energy share in transport (RES-T). 

o Definition: This indicator monitors the progress of final consumption of 
energy from renewable sources in transport as it is defined and 
statistically collected by Eurostat under the Renewable Energy 
Directive", 

o Source: Eurostat 

o Used in SHARES tool 

o Link: http://ec.europa.eu/eurostat/web/energy/data/shares 

e Renewable electricity share (RES-E). 

o Definition: This indicator monitors the progress of gross final 

consumption of electricity from renewable energy sources as it is defined 


and statistically collected by Eurostat under the Renewable Energy 


Directive? P. 


Source: Eurostat 
Used in SHARES tool 


Link: http://ec.europa.eu/eurostat/web/energy/data/shares 
?? Directive 2009/28/EC of the European Parliament and of the Council of 23 April 2009 on the promotion 
of the use of energy from renewable sources. The Renewable energy shares in gross final energy 
consumption is available at: http://ec.europa.eu/eurostat/web/energy/data/shares 
?" Idem 213 
?? Idem 213 
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e Renewable energy for heating & cooling (RES-H &C ). 

o Definition: This indicator monitors the progress of gross final 
consumption of energy from renewable sources for heating and cooling as 
it is defined and statistically collected by Eurostat under the Renewable 
Energy Directive?!6, 

o Source: Eurostat 

o Used in SHARES tool 


o Link: http://ec.europa.eu/eurostat/web/energy/data/shares 


e Fossil fuel avoidance by renewable energy 

o Definition: This indicator is based on the EEA estimates assuming that the 
growth in renewable energy since 2005 has substituted for an equivalent 
amount of energy that would have been supplied by other sources. The 
estimated amount of avoided fossil fuels is represented as share of gross 
inland consumption. 

o Source: EEA (for the estimate of fossil fuels avoided), EUROSTAT (for 
gross inland consumption) 

o The method is described in detail in the 2015 EEA report Renewable 
energy in Europe — approximated recent growth and knock-on effects 

o Link: http://ec.europa.eu/eurostat/web/energy/data/shares 


e GHG avoided emissions due to renewable energy 

o Definition: This indicator estimates the avoided GHG emissions due to the 
fossil fuel substitution by renewable energy”. The estimated GHG 
emissions avoided due to renewables are represented as share of total 
GHG emissions (with indirect CO2, without LULUCF). 

o Source: EEA 

o The method is described in detail in the 2015 EEA report Renewable 
energy in Europe — approximated recent growth and knock-on effects 


o Link: http://ec.europa.eu/eurostat/web/energy/data/shares 


Research, innovation and competitiveness 


e Public spending on Energy Union R&I priorities as share of GDP: 

o Definition: it is the share in the GDP of public spending on the Energy 
Union R&I priorities. 

o Source: JRC/SETIS, based on IEA for national R&I expenditure data 
provided by the SET-Plan Steering Group; and Eurostat for the GDP 
[nama_10_gdp] 

e Public investments on Energy Union R&I priorities in total public civil R&I 
spending: 


716 Idem 213 
217 The method is described in detail in the 2015 EEA report Renewable energy in Europe — approximated recent 
growth and knock-on effects 
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O 


Definition: The share of public spending on the Energy Union R&I 
priorities in total public R&I spending in civil research-GBAORD 
(therefore excluding military public R&D spending). 


Source: JRC/SETIS, based on IEA for national R&I expenditure and data 
provided by the SET-Plan Steering Group; and Eurostat database for the total 
GBAORD by NABS 2007 socio-economic objectives [gba nabsfin07] 

Total (public and private) investments in Energy Union R&I priorities as a share 
of GDP. 


O 


Definition: it is the share in the GDP of the sum of the public and private 
R&D investments in Energy Union R&I priorities 

Source: JRC/SETIS based on IEA for national R&I expenditure and data 
provided by the SET-Plan Steering Group; Eurostat for the GDP 
[nama 10 gdp] and JRC/SETIS calculations for private investment 
estimates, see Annex 2. 


Patents on Energy Union priorities (patents per million habitants): 


O 


Definition: it represents the number of patents on Energy Union R&I 
priorities divided by total population. 

Source: JRC/SETIS based on EPO/PATSTAT for patent data and Eurostat 
for total population [demo_pjan] 


Levelised costs of electricity 


O 


Definition: The LCOE of a given technology is the ratio of lifetime costs 
to lifetime electricity generation, both of which are discounted back to a 
common year using a discount rate that reflects the average cost of capital. 
The considered WACC (weighted average capital cost) for OECD 
countries and China is 8.5 % and 10 % for the rest of the world. More 
information on the methodology for the LCOE figures presented in this 
SWD is available at: 


http://dashboard.irena.org/download/Methodology.pdf 
Source: International Renewable Energy Association — IRENA, available 


at http://resourceirena.org/gateway/dashboard/ 


Turnover in the renewables energy sector 


O 
i9] 


Definition: it measures the turnover in the renewable energy sector. 
Source: Eurobserv'er barometers available at: http://www.eurobserv- 


er.org/ 


Energy industrial prices: 


Q 
O 


Source: Eurostat and IEA 

Electricity prices for industrial consumers - bi-annual data (from 2007 
onwards) [nrg_pc_205] and gas prices for industrial consumers - bi- 
annual data (from 2007 onwards) [nrg pc 203]: data reported on the 
various consumption bands; 


Link: 
http://appsso.eurostat.ec.europa.eu/nui/show.do?datasetznrg pc 205&lan 
g=en and 
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O 


http://appsso.eurostat.ec.europa.eu/nui/show.do?dataset=nrg_pc_203 &lan 
g=en 

IEA Energy end-use prices: Electricity and gas prices for industry, Total 
prices, including excise taxes but excluding VAT 

Link: http://data.iea.org/1eastore/product.asp?dept id-101&pf id-401 


e Real Unit energy costs in the manufacturing sector (excluding refineries) as % of 
value added: 


O 


Definition: This indicator measures the amount of money spent on energy 
sources needed to obtain one unit of value added for the manufacturing 
sector, excluding the refinery sector. 

Source: European Commission — DG ECFIN 

Used in Energy Economic Developments in Europe 2014 

Link: 
http://ec.europa.eu/economy_finance/publications/european_economy/201 
4/pdf/eel_en.pdf page 24 


e Progress in Cohesion Policy investments supporting the Energy Union: 


O 


° 


O 


Definition: This indicator, to be provided from end 2017 onwards, divides 
the amount of ERDF and CF allocations allocated to specific projects by 
the end of each year by the total amount of planned allocations 2014-2020 
for ERDF and CF investments supporting the Energy Union in a given 
country, i.e. the project selection rate. 

Source: European Commission, based on Annual Implementation Reports 
from Member States. 


Link: https://cohesiondata.ec.europa.eu/ 
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ANNEX 2: NOTE ON METHODOLOGY USED FOR THE R&I INVESTMENTS AND PATENTS 
Overview of topics under each of the Energy Union R&I Priorities 


Nol in Renewables Solar energy (photovoltaics, solar heating and cooling, 
concentrated solar power); wind energy, ocean energy (tidal, 
wave, salinity gradient power) geothermal energy; 
hydroelectricity 


Ne JUNE Residential and commercial building appliances and 
ISP MEE AIMER equipment; energy management systems (incl. smart meters) 
(VOTI REINI SIE and ICT; lighting technologies and control systems; heating, 
cooling and ventilation technologies; electric power 
generation; combustion technologies, coal, oil and gas; 
electricity transmission and distribution; grid communication, 
control systems and integration; energy storage (non- 
transport applications); batteries and other electrochemical 
storage (excl. vehicles); thermal, electromagnetic and 
mechanical storage; energy system analysis. 


janaloka a Aan Residential and commercial building design and envelope; 
building integration of renewables; waste heat recovery and 
utilisation; heat pumps and chillers; industrial techniques and 
processes, equipment and systems for energy efficiency. 


Sustainable transport Biofuel production and use; hydrogen technology and fuel 
cell technology; vehicle  batteries/storage technologies; 
advanced power electronics; motors and EV/HEV/FCV 
systems and combustion engines; electric vehicle 
infrastructure. 


GmeB o 1] CO2 capture, transport, utilisation and storage 


Nuclear safety Nuclear fission reactors, fuel cycle, waste management, plant 
safety and integrity, environmental protection, 
decommissioning. Nuclear fusion. 


Public (national) R&I investments 


The IEA statistics?" are the main source of data for national R&I investments. They 
address 20 of the EU Member States with varying regularity and granularity of 
technology detail. There is a 2-year time delay in reporting for most Member States. Data 
gaps are supplemented by the Member States through the SET-Plan Steering Group and 
through targeted data mining. Where data are not available, estimates are provided by 
JRC/SETIS based on the correlation of macroeconomic indicators such as GBAORD 
and/or GDP. 


218 The methodology in described in detail in the JRC Science for Policy Report “Monitoring R&I in Low 
Carbon Energy Technologies: Methodology for the R&I indicators in the State of the Energy Union 
Report, - 2016 Edition". 
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Private R&I investments?” 


Calculated by JRC/SETIS, based on financial data from public company statements and 
patent data from PATSTAT”. A complete PATSTAT dataset is only available with a 
3.5-year delay. Thus complete data series for the assessment of indicators have a 4-year 
delay. Estimates with a 2-year lag can be made at EU28 level only. 


Trends in patents 


Data originate from PATSTAT~™". A full dataset for a given year is completed with a 3.5- 
year delay. Thus, detailed data used for the assessment of indicators have a 4-year delay. 
Estimates with a 2-year lag are provided at EU28 level only. The data specifically 
address advances in the area of low carbon energy and climate mitigation technologies 
(Y-code of the Cooperative Patent Classification’). Datasets are processed by 
JRC/SETIS to eliminate errors and inconsistencies. Patent statistics are based on the 
priority date, simple patent families and fractional counts of submissions made both to 
national and international authorities to avoid multiple counting of patents. 


?? Fiorini et al, Estimation of corporate R&D investment in Low-Carbon Energy Technologies: a 


methodological approach. R&D Management Conference 2016 “From Science to Society: Innovation 
and Value Creation" 3-6 July 2016, Cambridge, UK 
2 ldem 171 
?! ldem 171 
?? EPO and USPTO, Cooperative Patent Classification (CPC). Available from: 
http://www.cooperativepatentclassification.org/index.html 
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